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SAFES | 2022 Barska® Security Solutions 


Barska® Security At Your Fingertips es D ARSK N 


Since 1994, Barska® has grown to be an industry leader in the security solutions and SINCE 1994 
sporting goods market. Year after year, we continually strive to meet our goal to VALUE. QUALITY. NEW TECHNOLOGY 


provide our customers and valued retailers with the latest technology, highest quality 

and most extensive selection of products available in the industry. By relentlessly working to achieve this goal, Barska® will continue to grow and 
be recognized as the brand of choice for the most innovative and extensive line of security products. Beginning in 2006 Barska's advancement 
in the security device industry has been a result of our customers growing need to keep valuables secure. We have expanded our line to include 
all levels and grades of security solutions. Further, we have developed a high level technical competence in the growing market of biometric 
(fingerprint recognition) access to safes. 


For 2022, Barska® is introducing several new security products for industrial, office and home use. The new parcel mail box is the perfect 
solution to ensure documents and packages are safely kept till retrieved by an authorized user with key access. We have added two new models 
to our collection locking mail boxes, that feature a slim drop slot that makes dropping items into the lock box safe and simple for almost any 
home or business. Key cabinets secure and organize large quantities of keys that are used in everyday business and are ideal for real estate, 
apartment, hotel, automotive and property management. Our series of fireproof jewelry safes that provides maximum security for protection 
of valuables. Our biometric keypad door lock safely secures a room with a fingerprint or key code. The perfect security solution to almost any 
home or office. Ideal for indoor, residential, and commercial use to replace traditional door knob. 


A leader in the biometric security products Barska® is introducing 
several models of biometric safes in different sizes this year. Versatile, 
the biometric keypad safes feature three access methods; BioSecure™ 
fingerprint scanner, 4 digit keypad and mechanical key. These quick 
access biometric safes are available in 4 different sizes with a scratch 
resistant texture exterior finish. 


Barska® vaults, safes, and lock boxes are designed and manufactured 
to the highest quality standards to ensure customer satisfaction. NEW Mail and 


Whatever your security storage needs are Barska has a security Parcel Box 
Page 42 


solution for you. If your interested in becoming an authorized dealer of 
Barska® security products please call us at: 1.888.666.6769 or go online 
to submit a dealer application at : www.Barska.com 


Check Out Our Sport Optics and 
Accessories Catalog 


2022-2023 SESSA 
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EE NEW Depository Safe NEW Collection Locking Mail Box 
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SAFE TERMINOLOGY 


Here is some of the most common terminology for safes and security 
systems. In addition to terminology for standard safes, we have also 
included terminology specific to our biometric fingerprint scanner 
technology. This information will help you understand each safe's 
features and specifications. Barska uses standard safe terminology in 
specifications to make choosing a safe a quicker and simple process. 


BIOMETRIC SCANNING IMAGE SENSOR 
The Biometric safe fingerprint image sensor uses an optical 
sensor to create a bio algorithm (encrypted mathematical key) 
of your fingerprint and stores this to memory to access the safe. 
The Biometric sensor uses advanced industry leading algorithm- 
mapping technology to read your fingerprint to unlock the safe. 


BIOMETRIC USER MEMORY 
Biometric safes store fingerprints recognition to internal memory 
storage. Note that these are mathematical keys and not the 
actual image of a fingerprint. All Barska biometric safes allow 
multiple users to be saved in memory. It is also recommended to 
scan and store multiple fingers in to the safes memory in case of 
extreme injury to a finger. 


USER FINGERPRINT REGISTRATION 
A new Barska Safe is in demo mode, which allows any fingerprint 
to open the safe. You will need to register a user fingerprint to 
lock the safe. Simply press and release the registration button on 
the inside of the safe, then place your finger on the scanner so 
that the optical sensor can scan your fingerprint. You will hear a 
confirmation beep when successful. 


CALIFORNIA DEPARTMENT OF JUSTICE APPROVED 
Select safe models have been tested and approved by the 
California DOJ as a firearm secure storage device. The California 
DOJ testing procedure is the strictest in the country and qualifies 
for all 50 state guidelines. 


DEADBOLT SYSTEM 

Select safe models feature motorized dead bolts. These are the 
thick steel bolts seen protruding from a safe’s door. When the 
safe is locked the bolts slide into position behind the door jamb, 
anchoring the door firmly shut. Motorized deadbolts secure the 
locking system preventing any tampering that may cause locking 
solenoids to fail. Non-motorized deadbolt safes use less power 
and feature a longer battery life. 


MOUNTING 
Select safe models feature pre-drilled mounting points on the 
bottom and at the back of the safe. The included lag-bolts allow 
you to securely attach your safe to a fixed structure. For added 
security, it is recommended that safes be secured to a solid 
structure to prevent the safe from being knocked over or from 
being carried away. 


BATTERY LIFE 
Select safes are powered by standard AA batteries and can last 
up to 2 years with normal use. Non-motorized deadbolt safes use 
less power and feature a longer battery life. If the batteries have 
lost their charge the safe can still be opened via the mechanical 
back-up key or by using a temporary power bypass that connects 
externally to the safe. 


SECONDARY BACK-UP KEY ACCESS 
Select safes feature a secondary back-up mechanical key access. 
The access point is normally hidden. All Barska Safes come with 
a set of back-up keys. 


For detailed product specifications and images visit: www.barska.com 
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OUTER DIMENSIONS 
Depth - Describes the depth of the safe, from front to back, as 
measured on the outside. 


Width - Describes width of the front of the safe, from outside 
edge to outside edge. 


Height - Describes the height of the safe, from top to bottom, as 
measured on the outside. 


SAFE ONE YEAR LIMITED WARRANTY 


(Within USA and Canada only) 
This warranty does not cover consumer-caused damages, abuse, 
normal wear-and-tear, unauthorized repairs or modifications. For 
further detailed information, please refer to the warranty policy 
enclosed with products. Select models. 


BARSKA SAFES 

Barska biometric safes are the ultimate in quick access security 
solutions for the home and office. Secure and access your 
valuables in seconds with the simple scan of a fingerprint. With 
Barska biometric safe you will no longer have to waste time 
looking for your keys or entering a combination, to access your 
safe all you need is your fingerprint. Barska biometric fingerprint 
scanners are the highest resolution and most advanced in the 
safe industry. In addition biometric safes, Barska also offers a 
wide range of safes with a variety of access mechanisms, sizes, 
and features. Barska also manufactures a wide selection of basic 
secure lock boxes such as cash boxes, multi key storage safes, 
compact combination safes, diversion safes and digital keypad 
safes. 
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Fireproof Safe Vaults 


Designed to provide maximum security for your firearms and other 
valuables. These Vault Safes features fireproof construction and 
is fitted with solid-steel locking bolts and a pry-resistant recessed 
door for maximum security. A quick entry electronic keypad allows 
the user to securely access the contents inside at a moments notice. 
Includes four AA Batteries, removable shelves, back-up keys and 
mounting hardware. 


19.97 Cubic Ft Tall Fireproof Safe Vault 
AX12220 


e Internal Removable 45 Position Rack 
e Pouches For Storing Additional Items 
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11.87 Cubic Ft Tall Fireproof Safe Vault 8.48 Cubic Ft Tall Fireproof Safe Vault 
AX12218 AX12216 
e Internal Removable 30 Position Rack e Internal Removable 14 Position Rack 
e Pouches For Storing Additional Items e Pouches For Storing Additional Items 


Outer Dimensions Inner Dimensions Cubic Key Code Secondary Access Locking System Fireproof Fire Protecti 


DxWxH inches DxWxH inches Feet Memory 


Steel and Fi f i à 
AX12220 22x40x59.06  16.6x37.05x56.1 19.97 Gypsum Bosra 1 2 back-up keys $ Live Bolts Yes 1 Hour at 1,200° F Yes 491 
AX12218 20x 28x59.06  14.6x25.04x56.1 11.87 De tr 1 2 back-up keys 6 Point Deadbolt Lock Yes 1 Hour at 1,200° F Yes 358.6 
AX12216 18x 20x 59.06 13.87 x 18.39x57.44 8.48 Steel and Fireproof 1 2 back-up keys 3 Point Deadbolt Lock Yes 40 Minutes at 1,200°F Yes 273 


Gypsum board 
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4.39 Cubic Ft Fireproof Safe Vault 
AX12674 
e Adjustable Shelves 
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3.51 Cubic Ft Fireproof Safe Vault 
AX13102 
e Adjustable Shelves 
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CA DOJ 
Approved 


AX12674 20 x 20 x 30 14x17.5x27.5 4.39 Pen weed 2 2 back-up keys 3 Point Deadbolt Lock Yes 30 Minutes at 1,400°F N/A 169 


Model Outer Dimensions Inner Dimensions Key Code 
DxWxH inches DxWxH inches Memory 


Secondary Access Locking System Fireproof Fire Protection 


AX13102 19 x 20 x 25 13x18 x 23 3.51 rs 2 2 back-up keys 3 Point Deadbolt Lock Yes 30 Minutes at 1,400°F N/A 135.5 


For detailed product specifications and images visit: www.barska.com 5 
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Biometric Rifle Safes 


The Biometric Rifle Safe from Barska is a great way to keep rifles and other 
firearms securely stored while allowing only select users access to the contents 
in seconds without the need for a combination or a key. The advanced Biometric 
Fingerprint Identification System features an optical scanner that analyzes the 
scanned fingerprint and compares it to unique characteristics of those stored 
in the safes 120 fingerprint memory. Only those who have had their fingerprints 
registered into the Biometric Modules database will be able to open the safe. In 
addition to the fingerprint recognition technology, this safe is secured by dead 
bolt made of one-inch steel locks. 
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9.34 Cubic Ft 
Tall Biometric Rifle Safe 
AX11780 


e Internal Removable 16 Position Rack 

e Internal Removable Rack, For The Inside Of The 
Safe Door 

Fully Lined Interior 

Operates On 4-AA Batteries (Included) 

Silent Access Mode Feature 

Slip Clutch Tamper Resistance Internal Mechanism 
Includes Two Removable Shelves, External Battery 
Pack, Set Of Emergency Back-Up Keys And 
Mounting Hardware 


Cubic Key Code Locking CA DOJ 
Memory System Approved 


AX11780 16 x 19.6 x 57 14.88x19.3x56.5 9.34 Steel 120 0 2 back-up keys debat ck No Yes 139 


Feet Body Fingerprint Memory 


Secondary Access Fireproof Weight Ibs 
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5.52 Cubic Ft 1.83 Cubic Ft 
Tall Biometric Rifle Safe Tall Biometric Rifle Safe 
AX11898 AX11652 
e Internal Removable 12 Position Rack e Internal Removable 4 Position Rack 
e Internal Removable Rack, For The Inside Of The Safe Door e Operates On 4-AA Batteries (Included) 
e Fully Lined Interior e Silent Access Mode Feature 
e Operates On 4-AA Batteries (Included) e Includes External Battery Pack, Set 
e Silent Access Mode Feature Of Emergency Back-Up Keys And 
e Slip Clutch Tamper Resistance Internal Mechanism Mounting Hardware 
e 


Includes Two Removable Shelves, External Battery Pack, Set 
Of Emergency Back-Up Keys And Mounting Hardware 


Outer Dimensions Inner Dimensions Cubic : z Key Code Locking 3 CA DOJ à 
DxWxH inches DxWxH inches Feet Fingerprint Memory Memory Secondary Access System Fireproof Approved Weight Ibs 
AX11898 13.38 x 13.75 x 57 12.5 x 13.5 x 56.5 5.52 Steel 120 0 2 back-up keys deb APE ek No Yes 106 
AX11652 8.6 x 9.8 x 52.17 6.3 x 9.7 x 51.75 1.83 Steel 120 0 2 back-up keys deb APE ek No Yes 63 


For detailed product specifications and images visit: www.barska.com 7 
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Biometric Safes 


Barska® biometric safes are the ultimate in quick access 
security solutions for the home and office. Secure and 
access your valuables in seconds with the simple scan of a 
fingerprint. With Barska biometric safes you will no longer 
have to waste time looking for your keys of entering a 
combination, all you need to access your safe is your 
fingerprint. Barska® biometric fingerprint scanners are the 
highest resolution and most advanced in the safe industry. 
Popular models such as the standard size biometric safe 
model: AX11224 feature silent access modes, 120 fingerprint 
user memory, motorized dead bolts and is approved by the 
California DOJ as a firearm storage device. Model AX11652 
quick access biometric rifle safe by Barska can store up to 4 
long rifles with extra room for guns and ammo. In addition 
to the biometric rifle safe, Barska has other safes of varying 
dimensions and features such as the biometric drawer safe. 
The biometric drawer safe fits in most standard dresser and 
office desk drawers. 


1.45 Cubic Ft Biometric Security Safe 
AX11650 


e Fingerprint Control Can Store Up To 120 Users 

e Three Point Deadbolt Locking System 

e Pre-Drilled Mounting Holes 

e Includes 4 AA Batteries, Protective Floor Mat, Two 
Removable Storage Shelves, External Battery Pack, 
2 Back-Up Keys And Mounting Hardware 


Biometric Safes 


0.23 Cubic Ft 0.29 Cubic Ft 0.79 Cubic Ft 

Top Opening Biometric Security Safe Biometric Security Safe Biometric Security Safe 

AX11556 AX11620 AX11224 
e Fingerprint Memory Can Store Up To 120 Users e Fingerprint Memory Can Store Up To 120 Users e Fingerprint Memory Can Store Up To 120 Users 
+ Two Solid Steel Motorized Locking Bolts + Two Solid Steel Motorized Locking Bolts e Two Solid Steel Motorized Locking Bolts 


Hydraulic Door System Lifts The Safe's Door For 
Easy Access To Stored Items 

Pre-Drilled Mounting Holes 

Includes 4 AA Batteries, Protective Floor Mat, 2 
Back-Up Keys And Mounting Hardware 


Pre-Drilled Mounting Holes 

Operates On 4-AA Batteries (Included) 

Includes Protective Floor Mat, Set Of Emergency 
Back-Up Keys And Mounting Hardware 


e = Pre-Drilled Mounting Holes 

e Operates On 4-AA Batteries (Included) 

e Includes Protective Floor Mat, Set Of Emergency 
Back-Up Keys And Mounting Hardware 


Outer Dimensions Inner Dimensions Cubic r i Key Code Locking i CA DOJ i 
Model DxWxH inches DxWxH inches Feet Fingerprint Memory Memory Secondary Access System Fireproof Approved Weight Ibs 
AX11650 13 x 14 x 19.75 9.5 x 13.5 x 19.5 1.45 Steel 120 0 2 back-up keys deàbSPbck No N/A 48.5 
2 Motorized 
AX11224 14.5 x 16.5 x 7.75 12x 16.25 x7 0.79 Steel 120 0 2 back-up keys deadbolt lock No Yes 28 
2 Motorized 
AX11620 8x 12x 7.75 7.5 x 11.5 x 5.75 0.29 Steel 120 0 2 back-up keys deadbolt lock No Yes 13.65 
AX11556  11.25x1475x5 11x 14.5 x 2.5 0.23 Steel 120 0 2back-up keys  @Mptorized No N/A 23.3 


Biometric Keypad Rifle Safes 


9.33 Cubic Ft Biometric Tall Keypad 


Rifle Safe 
AX13378 
e Internal Removable 16 Position Rack 
e Fully Lined Interior 
e Operates On 4-AA Batteries (Included) 
e Silent Access Mode Feature 
e 


Slip Clutch Tamper Resistance Internal 
Mechanism 

e Includes Removable Shelf, Set Of 
Emergency Back-Up Keys And Mounting 
Hardware 


Body 


2022 BARSKA® Security Solutions | SAFES 


4.33 Cubic Ft Biometric Keypad 
Rifle Safe 


AX12752 
e Internal Removable 11 Position Rack 
e Fully Lined Interior 
e Operates On 4-AA Batteries (Included) 
e Silent Access Mode Feature 
e 


Slip Clutch Tamper Resistance Internal 
Mechanism 

e Includes Removable Shelf, Set Of 
Emergency Back-Up Keys And 
Mounting Hardware 


Key Code 


Fingerprint Memory 


Secondary Access 


1.83 Cubic Ft Biometric Keypad 
Rifle Safe 
AX12760 


e Internal Removable 4 Position Rack 

e Fully Lined Interior 

e Operates On 4-AA Batteries (Included) 
e Silent Access Mode Feature 

e Slip Clutch Tamper Resistance Internal 
Mechanism 

Includes Removable Shelf, Set Of 
Emergency Back-Up Keys And 
Mounting Hardware 


Not Fireproof 


Model Outer Dimensions Inner Dimensions Cubic 
DxWxH inches DxWxH inches Feet 

AX13378 16 x 19.6 x 57 14.88 x 19.3 x 56.5 9.33 
AX12752 13 x 13 x 52.25 11.5 x 12.5 x 52 4.33 
AX12760 8.6 x 9.8 x 52.17 6.3 x 9.7 x 51.75 1.83 


Steel 


Steel 


Steel 


For detailed product specifications and images visit: www.barska.com 


Memory 
120 1 2 back-up keys 
120 1 2 back-up keys 
120 1 2 back-up keys 


peer Fireproof Prien Weight Ibs 
deaibolt tock No Yes 139 
deaabSlb tock No Yes 82 
deaibSlt tock No Yes 66 
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. : | 5.51 Cubic Ft Biometric Keypad Rifle Safe 
Biometric Rifle Safe AX13646 


The Biometric Keypad Rifle Safe from Barska is a great way to keep rifles and 


other firearms securely stored while allowing only select users access to the e Fingerprint Memory Can Store Up To 160 Users 
contents in seconds without the need of a key. This safe is equipped with three e Retains Two Pin Codes 
1" solid steel lock bolts providing added protection from burglary attack. The e Motion Sensor Alarm 
advanced Biometric Fingerprint Identification System features an optical scanner e Single/Dual Entry Mode 
that analyzes the scanned fingerprint and compares it to unique characteristics e 10 Position Rack and One 1 Accessory Shelf 
of those stored in the safes 160 fingerprint memory. Only those who have had e Fully Lined Interior 
their fingerprints registered into the Biometric Modules database or correct key e Operates On 4-AA Batteries (Included) 
code will be able to open the safe. With multiple independent ways to enter the e Silent Access Mode Feature 
safe, fingerprint, key codes and back up key access you can feel confident that e Slip Clutch Tamper Resistance Internal Mechanism 
only approved users can gain access to the safe and it's contents. Backed by e Includes Two Removable Shelves, External Battery 
Barska's One Year Limited Warranty. Pack, Set Of Emergency Back-Up Keys And Mounting 
Hardware 
Model Oute Dimenpions Inner Dimensions CUBIC Body Fingerprint Memory Kgy Gode — Sesondery Locking Fireproof „CADOS, weight ibs 
AX13646 15.04 x 15.87 x 55.12 11.61 x 14.96 x 54.80 5.51 Steel 160 2 2back-upkeys 3 Point Steel No Yes 130 
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Biometric Keypad Safes 


Get protection as unique as your fingerprint. The Biometric 
Keypad Safe allows you to register up to 30 different fingerprints 
as well as a pin code combination for quick, reliable entry. In the 
event that someone needs access to the contents of the safe 
when you are not around the numeric keypad is an option for 
access to the safe. Programmable sound option for silent mode. 
With multiple independent ways to enter the safe, fingerprint, key 
code and back up key access you can feel confident that only 
approved users can gain access to the safe and it’s contents. 
Backed by Barska's One Year Limited Warranty. 


0.46 Cubic Ft 
Biometric Keypad Security Safe 
AX12476 


0.99 Cubic Ft 1.45 Cubic Ft 
Biometric Keypad Safe 
AX12840 AX12428 


Model Outer Dimensions Inner Dime! Body 


Biometric Keypad Security Safe 


Fingerprint Memory 
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Series Features 


Fingerprint Memory Can Store Up To 120 Users 

Retains One Pin Code 

Two Solid Steel Motorized Locking Bolts 

Pre-Drilled Holes Allow The Safe To Be Mounted Into The 
Floor, On A Shelf Or Counter Top 

e Operates On 4-AA Batteries (Included) 

e Includes Protective Floor Mat Ensuring That Items Are Not 
Scratched, Set Of Emergency Back-Up Keys And Mounting 
Hardware 


1.94 Cubic Ft Biometric 
Keypad Safe 


AX12842 14.5x 16 x 17.5 12.75 x 15.75 x 17 1.94 Steel 120 
AX12428 15.5 x 16 x 13.5 12.75 x 15.75x 12.5 1.45 Steel 120 
AX12840 15.5x16x9 13 x 14.5 x 8.5 0.99 Steel 120 
AX12476 11.75 x 14.5x7 8.5 x 14 x 6.75 0.46 Steel 120 


For detailed product specifications and images visit: www.barska.com 


AX12842 
Key Code Secondary Fra Fireproof anieved Weight Ibs 
1 2back-upkeys Motorized No N/A 46 
1 2back-up keys 2 Motorized No N/A 28.65 
1 2back-upkeys Motorized No Yes 28.15 
1 2back-upkeys Motorized No N/A 12.50 
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Keypad Rifle Safes 


7.87 Cubic Ft Keypad Rifle Safe 4.33 Cubic Ft Keypad Rifle Safe 
AX13328 AX13100 ce 


Retains Two Pin Codes Retains Two Pin Codes ` 
Internal Shelf And Removable Internal Removable 11 Position Rack m 
14 Position Rack Fully Lined Interior 
Operates On 4 AA Batteries Operates On 4 AA Batteries 
Silent Access Mode Feature Silent Access Mode Feature 
Includes Set Of Emergency Back-Up Slip Clutch Tamper Resistance 
Keys And Mounting Hardware Internal Mechanism 
Includes Removable Shelf, Set Of 
Emergency Back-Up Keys And 
Mounting Hardware 


Outer Dimensions Inner Dimensions Cubic x : Key Code 
Model DxWxH inches DxWxH inches Feet Fingerprint Memory Memory Secondary Access 


Locking 
System 


CA DOJ 
Approved 


AX13328 13x19.5x57  125x1925x56.5 7.87 0 2 2 back-up keys debat ck No Yes 132.28 


Fireproof Weight Ibs 


AX13100 13 x 13 x 52.25 11.5 x 12.5 x 52 4.33 0 2 2 back-up keys deb al ck No Yes 82 
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1.45 Cubic Ft Large Keypad Security Safe 
AX13098 


e Retains Two Pin Codes 

e Three Point Deadbolt Locking System 

e Pre-Drilled Mounting Holes 

e Includes 4 AA Batteries, Protective Floor 
Mat, Two Removable Storage Shelves, 
Back-Up Keys And Mounting Hardware 


© As a secondary entry 


the safe can also be 
accessed by using the 
back up keys, included. 
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ensions Cubic : P Locking : CA DOJ : 
Fingerprint Me: Secondary Access System Fireproof Approved Weight Ibs 


O: Di 
DxWxH inches DxWxH inches Fee 
AX13098 13 x 13.75 x 19.75 9.75 x 13.5 x 19 1.45 Steel 0 


2 2back-up keys deb ck No N/A 45.35 
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For detailed product specifications and images visit: www.barska.com 
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0.54 Cubic Ft Keypad Fireproof Security Safe 
AX11902 


The spacious interior of this safe protects valuables from fire 
and theft. Store jewelry, passports, documents, cash and 
more. An emergency override key enables you to open the 
safe even without entering the combination. Digital entry 
eliminates the need for making multiple key copies. Easy 
to operate and program. Larger and more robust than the 
competition. Powder coated interior and exterior. Interior 
features side tamper-proof hinges. 


Features 


Retains Two Pin Codes 

Fireproof Up To 1 Hour At 1,700°F 

Two Solid Steel Motorized Locking Bolts 
Easy To Read Bright Led Display 
Operates On 4-AA Batteries (Included) 
Includes 2 Back-Up Keys 


0.23 Cubic Ft Keypad Security Safe 
AX12432 


The electronic keypad quick access safe is a convenient, easy to use digital 
safe that has been designed to give you quick access to your valuables 
while providing top security to the contents inside. Features a spring 
loaded front door that quickly opens once the correct PIN is entered and 
an internal removable shelf gives the user additional storage capabilities. 
The interior of the safe is lined with a foam layer that provides protection 
to the valuables inside. In the event that an incorrect PIN is entered too 
many times in a row, the safe will go into a temporary lock-out mode to 
prevent further tampering. Features pre-drilled holes on the bottom of 
the safe for secure mounting to a solid surface. 
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Features 


Compact Size 

Retains One Pin Code 

Silent Access Mode 

Removable Shelf (Included) 

Pre-Drilled Mounting Holes 

Operates On 4-AA Batteries (Included) 

Assisted Quick Access Spring Loaded Door 
Includes Protective Floor Mat, Back-Up Keys And 
Mounting Hardware 


Inner Dimensions bi P Key Code Locking i CA DOJ i 
DxWxH inches Memory Secondary Access System Fireproof Approved Weight Ibs 
AX11902 14.82 x 17.55x 11.89 9.55x13.26x7.4 0.54 ABS 0 2 2backupkeys Deadbolt 1 Hour at N/A 66 
AX12432 12x9x7 10.5 x 8.5 x 4.5 0.23 Steel 0 1 2 back-up keys Locking Latch No N/A 8.6 


14 
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Keypad Safes 


1.2 Cubic Ft Keypad Security Safe 
AX13090 


Retains One Pin Code 

Silent Access Mode 

Pre-Drilled Mounting Holes 

Operates On 4-AA Batteries (Included) 
Includes Protective Floor Mat, Back-Up 
Keys And Mounting Hardware 


sayes pedha»| 


0.15 Cubic Ft 
Top Opening Keypad Security Safe 
AX12622 


0.36 Cubic Ft 
Keypad Security Safe 
AX12616 


e Compact Size e Compact Size 
e Retains One Pin Code e Retains One Pin Code 
e Silent Access Mode e Silent Access Mode 
e Pre-Drilled Mounting Holes e Pre-Drilled Mounting Holes 
e Operates On 4-AA Batteries (Included) e Operates On 4-AA Batteries (Included) 
e Includes Protective Floor Mat, Back-Up Keys And e Includes Protective Floor Mat, Back-Up 
Mounting Hardware Keys And Mounting Hardware 

Model Cuter Dimensions inner Dimensions quble Fingerprint Memory Menon. Secondary Access S Fireproof Pretec Weight Ibs 
AX13090 16 x 19.7x7.9 13.6 x 19.6 x 7.75 12 Steel 0 1 2 back-up keys pe No N/A 30.8 
AX12616 8 x 12.25 x 8 5.5 x12x7.8 036 Steel 0 1 2 back-up keys 2 Doi No N/A 8 
AX12622 9 x 12x4.5 6.7 x 11.9 x 4.4 0.15 Steel 0 1 2 back-up keys 2 Deadbolt No N/A 10.5 


For detailed product specifications and images visit: www.barska.com 15 
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0.85 Cubic Ft Digital Biometric Keypad Safe 
AX13632 


Digital Biometric Keypad Safe 


Get protection as unique as your fingerprint. The Digital Biometric 
Keypad Safe allows you to register up to 20 different fingerprints as 
well as a pin code combination for quick, reliable entry. In the event 
that someone needs access to the contents of the safe when you 
are not around the numeric keypad is an option for access to the 
safe. With multiple independent ways to enter the safe, fingerprint, 
key code and back up key access you can feel confident that only 
approved users can gain access to the safe and it's contents. Backed 
by Barska's One Year Limited Warranty. 


Cubic 
Feet 


0.85 


Inner Dimensions 
DxWxH inches 


12.1 x 16.8 x 7.3 


Outer Dimensions 
DxWxH inches 


14.25 x 17 x 7.75 


Model Body 


Fingerpr 


AX13632 Steel 


Features 


int Memory 
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Fingerprint Memory Can Store Up To 20 Users 

Retains One Pin Code 

Two Solid Steel Motorized Locking Bolts 

Internal Light 

Pre-Drilled Holes Allow The Safe To Be Mounted Into The 
Floor, On A Shelf Or Counter Top 

Operates On 4-AA Batteries (Included) 

Includes Protective Floor Mat Ensuring That Items Are Not 
Scratched, Set Of Emergency Back-Up Keys And Mounting 
Hardware 


CA DOJ 
Approved 


No N/A 27 


Key Code 
Memory 


Secondary 
Access 


Locking 
System 
2 Motorized 
deadbolt lock 


Fireproof 


1 2 back-up keys 


0.72 Cubic Ft Front-Open Drawer Hotel Safe 
HS13408 


Hotel Keypad Safe 


Hotel Safes are the perfect solution for protecting valuables such as 
traveling documents, jewelry, cash, laptops, and other electronics. 
Available in a wide range of styles and sizes, we offer hotel safes that 
can be installed in closets or drawers, as well as easy to mount wall 
safes. Each safe features a ruggedly designed seamless body, and 
fully motorized dual locking bolts providing a superior level of security. 
The easy-to-read LED display and user friendly electronic digital 
keypad makes it simple to lock and unlock the safe with a user set 3-6 
digit code. The keypad is also ADA compliant with comprehensive 
audit trail capability reducing fraudulent liability claims. LED interior 
lighting and optional pedestals are great additions creating even 
greater versatility, and ease of accessibility. 


0.80 Cubic Ft Wall 
Hotel Safe 
HS13410 


2022 BARSKA® Security Solutions | SAFES 


Features 


Keypad Memory Can Store One 3-6 Digit Code 

Two Solid Steel Motorized Locking Bolts 

Interior LED light 

Easy-To-Read ADA Compliant LED Keypad Display 
Comprehensive Audit Log 

Three Override Methods; Master Code,CEU and Spare Keys 
Pre-Drilled Holes Allow The Safe To Be Mounted Into The 
Floor, On A Shelf Or Counter Top 

Operates On 4-AA Batteries (Included) 

Includes, Set Of Emergency Back-Up Keys And Mounting 
Hardware 


Outer Dimensions Inner Dimensions Cubic Key Code H 5 CA DOJ Weight 
DxWxH inches DxWxH inches Feet Body Memory Secondary Access Locking System Fireproof Approved Ibs 
HS13408 14.57 x18.5x7.87 13.58 x 14.96 x 6.10 0.72 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 36.38 
HS13410 6.3 x 14.25 x 18 5.51 x 14 x 17.83 0.80 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 23.2 


For detailed product specifications and images visit: www.barska.com 17 
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0.58 Cubic Ft Compact Hotel Safe 
HS13398 


0.5 Cubic Ft Top Open Hotel Safe 
HS13406 


Outer Dimensions Inner Dimensions Cubic Key Code CA DOJ Weight 


Model DxWxH inches DxWxH inches Feet Body Memory Secondary Access Locking System Fireproof Approved Ibs 
HS13398 9.84 x 13.78x9.84 7.87 x 13.58 x 9.45 0.58 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 20.95 
HS13406 13.78 x 15.75 x 4.92 13.58 x 15.55 x 4.13 0.5 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 22.05 
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1 Cubic Ft 17" Laptop Hotel Safe 
HS13404 


0.86 Cubic Ft 15" Laptop Hotel Safe 
HS13402 


0.84 Cubic Ft 15” Laptop Hotel Safe 
HS13400 


Inner Dimensions Cubic 


CA DOJ 
DxWxH inches Feet cking System reproof Approved 
HS13404 14.57 x 19.69 x 7.87 12.20 x 19.49 x 7.28 1 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 36.38 
HS13402 14.37 x 17.13 x 7.87 12 x 16.93 x 7.28 0.86 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 27.56 
HS13400 14.57 x 16.54 x 7.87 12.20 x 16.34 x 7.28 0.84 Steel 1 Spare Keys/ Master Code/ CEU 2 Motorized Deadbolt Lock No N/A 23.15 


~ 
18" Pedestal Hotel Safe Accessory 12" Pedestal Hotel Safe Accessory CEU For Hotel Safe 
HA13414 HA13412 HA13536 
e Made From Heavy Gauge Steel Construction e Made From Heavy Gauge Steel Construction e Computerized Emergency Unit 
j f Handheld Device 
e Pre-Drilled Mounting Holes ° 


Pre-Drilled Mounting Holes 
e Secondary Method To Access The 


Safes 
e Exports Data Of The Last Openings 
Of The Safe 
Model # Description Outer Dimensions Weight Ibs 
HA13414 18” Pedestal Hotel Safe Accessory 8x8x 18 44 
HA13412 12” Pedestal Hotel Safe Accessory 6x6x12 3.3 
HA13536 CEU For Hotel Safe 2.5x1.3x5.9 0.55 


For detailed product specifications and images visit: www.barska.com 
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4.48 Cubic Ft Biometric Fireproof Safe, White 
AX13496 
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Biometric Fireproof Safe Featüres 
e Fingerprint Memory Can Store Up To 100 Users 
Designed to provide maximum security for your valuables. These safes * Two Solid Steel Long Locking Bar Bolts 
feature fireproof construction and are fitted with two solid-steel long e Fireproof up to 30 Minutes at 1,200°F Degrees Fahrenheit 
locking bar bolts and pry-resistant recessed door for maximum security. e Protective Carpeted Interior 
Our biometric safes are the ultimate in quick access security solutions for e Convenient Key Hooks and Net Pockets (select models) 
the home and office. Secure and access your valuables in seconds with e Pre-Drilled Mounting Holes 
the simple scan of a fingerprint. With Barska biometric safes, you will no e Operates On 4-AA Batteries (Not Included) 
longer have to waste time looking for keys or entering a combination, * Includes Set Of Emergency Back-Up Keys And Mounting Hardware 


all you need to access your safe is your fingerprint. The inside storage is 
more humanized. The interior is carpeted to avoid the items from being 
scratched or damaged. There are key hooks and net pockets on the door 
back. Users don't need to pull out the commonly used documents and 
passports from a large pile of items in the safe. 


CADOJ Weight 


Model Outer Dimensions Inner Dimensions Cubic Fingerprint 
Approved Ibs 


Secondary Access Locking System Fireproof Fire Protection 


DxWxH inches DxWxH inches Feet Memory 


Steel and Fireproof Two Solid Steel Lon: 30 Minutes at 
AX13496 17.3 x 19.7 x 27.6 14 x 18.5 x 26.4 4.48 Gypsum bound 100 2 back-up keys Locking Bar Bolts g Yes 1,200° F N/A 100.77 
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1.64 Cubic Ft Biometric Fireproof Safe, Metallic Grey 
AX13494 


0.75 Cubic Ft Biometric Fireproof Safe, Black 
AX13498 


sajes 2119 W01g yooidaul4 


Model Outer Dimensions Inner Dimensions Fingerprint 
DxWxH inches DxWxH inches Memory 


CADOJ Weight 
Approved Ibs 


Steel and Fireproof X Two Solid Steel Long 30 Minutes at 
AX13498 11.8 x 15 x 11.8 8.5 x 13.75 x 10.6 0.75 Gypsum board 100 2 back-up keys Locking Bar Bolts Yes 1,200° F N/A 37.04 


Steel and Fireproof 7 Two Solid Steel Long 30 Minutes at 
AX13494 13.8 x 15.4 x 19.7 10.5 x 14 x 18.5 1.64 Gypsum board 100 2 back-up keys Locking Bar Bolts Yes 1,200° F N/A 58.65 


Secondary Access Locking System Fireproof Fire Protection 


For detailed product specifications and images visit: www.barska.com 21 
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2.75 Cubic Ft Keypad Fireproof Jewelry Safe, White 


AX13614 
Features Interior Features 
e Fireproof Up To 30 Minutes At 1,200° F e Pry-Resistant Recessed Door 
e Retains One Pin Code e Protective Carpeted Interior 
e Four Solid Steel Locking Bolts e Key Hooks 
e Pre-Drilled Mounting Holes e Motion Sensor LED Light 
e Operates On 1-9V Battery (Not Included) e Three Shelves Wooden Jewelry Box 
e Includes 2 Back-Up Keys and Mounting e Suede-Lined Drawers 
e Removable Glass Shelf 


Hardware 


Jewelry Safes 


ft mt ee 


Á 
fe 
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1.91 Cubic Ft Keypad Fireproof Jewelry Safe, White 


AX13616 
Features Interior Features 
e Fireproof Up To 30 Minutes At 1,200° F e Pry-Resistant Recessed Door 
e Retains One Pin Code e Protective Carpeted Interior 
e Four Solid Steel Locking Bolts e Key Hooks 
e = Pre-Drilled Mounting Holes e Motion Sensor LED Light 
e Operates On 1-9V Battery (Not Included) e Three Shelves Wooden Jewelry Box 
e Includes 2 Back-Up Keys and Mounting e Suede-Lined Drawers 
e Removable Glass Shelf 


Hardware 


Outer Dimensions Inner Dimensions Cubic Key Code : : CA DOJ : 
DxWxH inches DxWxH inches Feet Body Memory Secondary Access Locking System Fireproof Approved Weight Ibs 
AX13614 19.5 x 21.5 x 27.25 13.25 x 18.5 x 24.25 2.75 Steel 1 2 back-up keys 4 Point Deadbolt Lock Yes N/A 234 
AX13616 19.5 x 21.5 x 19.5 11.22 x 17.64 x 16.67 1.91 Steel 1 2 back-up keys 4 Point Deadbolt Lock Yes N/A 190 
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Jewelry Safe 


Organize and protect jewelry from fire in this stylish jewelry safe. Interior 
features attractive drawers to organize jewelry. The compartments can 
safely store and organize jewelry of various sizes such as rings, earrings, 
necklaces, bracelets, bangles, anklets, watches etc. This attractive 
safe is constructed from solid steel and has been designed to provide 
fireproof protection to the valuables inside. An ideal size to be placed 
in a dressing room, next to a vanity or in the corner of a closet. The 
interior features a motion sensor light that is automatically activated 
each time the safe is opened. The compartments are lined in a soft fabric 
to avoid the items from being scratched or damaged. A digital keypad 
retains one PIN code and allows authorized users to quickly access their 
belongings inside. 


Features 

e Fireproof Up To 30 Minutes At 1,400° F 
Retains Two Pin Codes 
Three Solid Steel Motorized Locking Bolts 
2 Pre-Drilled Mounting Holes On The Back Of The Safe 
Operates On One 9V Battery and 4-AA Batteries (Included) 
Includes 2 Back-Up Keys and Mounting Hardware 
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1.01 Cubic Ft Black Keypad Jewelry Safe, Dark Interior 1.01 Cubic Ft White Keypad Jewelry Safe, Light Interior 
AX13106 AX13104 
Interior Features Interior Features 

e 2-Suede-Lined Drawers e 2-Suede-Lined Drawers 

e 4- Necklace Compartments e 4- Necklace Compartments 

e 3- Small Organizing Compartments e 3- Small Organizing Compartments 

e 2- Medium Organizing Compartments e 2- Medium Organizing Compartments 

e 1- Removable Glass Shelf e 1- Removable Glass Shelf 

e 1- Large Section with Padded Channels e 1- Large Section with Padded Channels 

e 1-Large Storage Compartment e 1-Large Storage Compartment 


Outer Dimensions Inner Dimensions Cubic Key Code CA DOJ 


DxWxH inches DxWxH inches Feet Memory Secondary Access Locking System Fireproof Approved Weight Ibs 
AX13106 14x 18x 17.5 9 x 14x 13.2 1.01 Steel 2 2 back-up keys 3 Point Deadbolt Lock Yes N/A 115 
AX13104 14x18 x 17.5 9 x 14 x 13.2 1.01 Steel 2 2 back-up keys 3 Point Deadbolt Lock Yes N/A 115 


For detailed product specifications and images visit: www.barska.com 23 
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Keypad Depository Safe 


Depository safes or drop safes are an important tool in safe guarding items from 
thieves and/or employees. Instead of leaving large bills inside the register simply 
drop the items of value into the access portal in the safe where it stays safely out of 
reach. This makes dropping items into the safe simple for businesses that need to 
protect their deposits before they need to go to the bank. In the situation that years 
have passed and the batteries need to be replaced or have forgotten the numeric key 
codes, back-up keys are included with Barska safes. 


Features 
e Retains 1 Master Code and 5 User Codes 
Lock Out Mode 
Pre Drilled Mounting Holes 
Operates On One 9V Battery 
Includes Set Of Emergency Back-Up Keys And Mounting Hardware 


Keypad Lock Retains One Master Code and 
Five User Codes 


2.58/4.68 Cubic Ft Rotary Two Keypad Depository Safe 2.58/4.68 Cubic Ft Two Lock Keypad Depository Safe 
AX13522 AX13316 


e Large Door Drop Slot For Bulky Items Such As 
Small Packages and Coin Bags 

e 2 Secured Separate Compartments 

e Allows Quick Deposits And Secure Storage 
Without Access Inside The Safe 


e Top Loading Rotary Drop Door ls 
Engineered For Larger Drops Such As 
Envelopes and Deposit Bags. Simply Turn 
The Handle And The Drum Rotates To 
Drop The Items Securely Into The Safe 

e 2 Secured Separate Compartments 

e Allows Quick Deposits And Secure 
Storage Without Access Inside The Safe 
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inti Outer Dimensions Inner Dimensions Key Code 
Description DxWxH inches DxWxH inches s Memory 
Right: 15.16 x 18.1 ight: 4.68 Master Code 
Left 1816x18.18x20  Lon:258 Steel 5 User Codes 2 back-up keys 
aster 


ASE Right: +68 Stee {Master Code  2backupkeys 5 Deadbolt lock No 257 


Locking 
System 


Secondary Access Fireproof 


5 Deadbolt lock 


AX13522 2.58/4.68 Cubic Ft Rotary Two Keypad 21 x 30.75 x 27.25 No 257 


2.58/4.68 Gubie Ft Tg Lock Keypad Right; 15.16 
: d ubic Ft Two Lock Keypa ight: 15.16 x 
AX13316 Depository Sale PaA 21x30.75x27.25 eS 16x 1 
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1.6/2 Cubic Ft Two Lock Keypad Depository Safe 0.72/0.78 Cubic Ft Locker Keypad Depository Safe 
AX13312 AX13310 
Features Features 
e Large Door Drop Slot For Bulky Items Such As e Large Door Drop Slot For Bulky Items Such As 
Small Packages and Coin Bags Coin Bags 
e 2 Secured Separate Compartments e Exterior Locking Locker Is Used As A Separate 
e Allows Quick Deposits And Secure Storage Storage Compartment That Does Not Have 
Without Access Inside The Safe Access To Deposits 
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Locking 
System 


Weight 
Ibs 


Outer Dimensions Inner Dimensions 


Description DxWxH inches DxWxH inches Fireproof 


Secondary Access 


1.6/2 Cubic Ft Two Lock Keypad Top: 17.12 x 19.75 x 8 Top: 1.6 ode 
AX13312 Depository Sate yp 20 x 20 x 30 Bottom: 74 2 a i 078% 10 Bottom:2 Steel 5 User Codes 2 back-up keys 3 Deadbolt lock No 187 
pper Locker: 
0.72/0.78 Cubic Ft Locker 12.8 x 13.75 x 6.9 1 Master Code 
AX13310 Keypad Depository Safe 14 x 14 x 27.25 Bottom Safe: 0.72/0.78 Steel 5 User Codes 2 back-up keys 3 Deadbolt lock No 114 


11.25 x 13.75 x 12.4 
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1.15 Cubic Ft Rotary Hopper Keypad Depository Safe 


1.12 Cubic Ft Slot Keypad Depository Safe 
AX13308 


AX13314 
Features Features 
e Top Loading Rotary Drop Door Is Engineered For e Narrow Drop Slot For Items Such As Bills 


Larger Drops Such As Envelopes and Deposit Bags. 
Simply Turn The Handle And The Drum Rotates To 
Drop The Items Securely Into 
The Safe 


And Paperwork 
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inti Outer Dimensions Inner Dimensions Cubic Locking r . 
Description DxWxH inches DxWxH inches Feet o! Secondary Access System Fireproof Weight Ibs 
1.15 Cubic Ft Rotary Hopper ode 
AX13308 Keypad Depository Save 14x 14 x 20 11.3X13.75x12.75 1.15 Steel 5 User Codes  ZPack-upkeys 3 Deadbolt lock No 90.41 
1.12 Cubic Ft Slot 1 Master Code 
AX13314 Keypad Depository Safe 14x 14x14 11.25 x 13.75 x 11 1.12 Steel 5 User Codes 2 back-up keys 3 Deadbolt lock No 66.15 
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1.10 Cubic Ft 
Keypad Depository Safe 
AX11930 


0.72 Cubic Ft 
Keypad Depository Safe 
AX11932 


Inner Dimensions 
DxWxH inches 
11.75 x 15 x 10.8 
7.5 x 13.5 x 9.75 
11.5 x 13.5 x 7.6 


Outer Dimensions 
DxWxH inches 
13.5 x 15.33 x 19 

9.85 x 13.75 x 9.85 

13.75 x 13.75 x 16 


AX11930 
AX11934 
AX11932 


For detailed product specifications and images visit: www.barska.com 


1.10 
0.57 
0.72 


0.57 Cubic Ft 


Keypad Depository Safe 


AX11934 


Steel 
Steel 
Steel 


Door Drop Slot 
Select models features 
a large door drop slot 
for bulky items such as 
coin bags. 


Key Code 
Memory 
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Depository Safes 


Depository safes or drop safes are an important tool in safe 
guarding cash from thieves and/or employees. Instead 
of leaving large bills and extra cash inside the register, 
simply drop the items of value into the access portal in 
the safe where it stays safely out of reach. This makes 
dropping items into the safe simple for businesses that 
need to protect their deposits before they need to go to 
the bank. To prevent someone from fishing out money or 
deposit bags with a tool or a coat hanger the large and 
standard models feature anti-fishing baffles and jagged 
edge teeth on the door drop slot which prevents item 
from being fished back out. The compact model features 
an easy access deposit slot that makes it easy to slide items 
into the safe. In the situation that years have passed and 
the batteries need to be replaced or have forgotten the 
numeric key codes, back-up keys are included with Barska 
safes. 


Features 

e Retains Two Pin Codes 
Two Solid Steel Locking Bolts 
Lock Out Mode 
Pre Drilled Mounting Holes 
Operates On 4-AA Batteries (Included) 
Includes Protective Floor Mat Ensuring That Items 
Are Not Scratched, Set Of Emergency Back-Up Keys 
And Mounting Hardware 


Narrow Drop Slot 
Ideal For Narrow Items Such As 
Bills And Paperwork. 


Locking 

System 
2 Deadbolt lock No 51 
2 Deadbolt lock No 22.5 
2 Deadbolt lock No 41.75 


Secondary Access 


Fireproof Weight Ibs 


2 back-up keys 
2 back-up keys 
2 back-up keys 
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These depository safes with a drop slot is a great way to keep 
cash and checks in a secure location. Features anti-fish slot 
prevents theft through the slot. Mounting hardware and pre- 
drilled anchor holes for securing on the floor or counter are 
also included. Ideal for convenience stores, restaurants, hotels/ 
motels, and small cash businesses. 


0.27 Cubic Ft Dual Key Depository Safe 
AX13558 


Front-Loading Deposit Slot 

Double Lock Protection 

Anti-fishing Baffle Design 

Solid Steel Body Construction 

Pre-Drilled Mounting Holes 

Includes 3 Keys (One set for first lock, singular key 
for second lock) and Mounting Hardware 


Depository Safes 


NEW NEW 
0.17 Cubic Ft Dual Key Depository Safe 0.17 Cubic Ft Single Key Depository Safe 
AX13708 AX13676 

e Front-Loading Deposit Slot e Front-Loading Deposit Slot 

e Double Lock Protection e Anti-fishing Baffle Design 

e Anti-fishing Baffle Design e Solid Steel Body Construction 

e Solid Steel Body Construction e Pre-Drilled Mounting Holes 

e Pre-Drilled Mounting Holes e Includes Set Of Keys and Mounting Hardware 

e 


Includes 3 Keys (One set for first lock, singular 
key for second lock) and Mounting Hardware 


puter Dimensions: Inner Dimensions Locking System Secondary Access Een Fireproof Apareved Weight Ibs 
AX13558 9x6x12 8.5 x 5.5 x 10 0.27 Steel Dual Key 3 back-up keys Manual Lock No N/A 23.5 
AX13708 12x6x6 8.75 x 5.75 x 5.75 0.17 Steel Dual Key 3 back-up keys Manual Lock No N/A 9.48 
AX13676 12x6x6 8.75 x 5.75 x 5.75 0.17 Steel Key 2 back-up keys Manual Lock No N/A 8.82 
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Depository Safes 


Depository safes are mainly used for short-term storage of cash. Ideal 
for hotels, gas stations, motels, restaurants or any retail business 
that deals with large volumes of cash on a daily basis. To prevent 
someone from fishing out money or deposit bags with a tool or a coat 
hanger the large and standard models feature anti-fishing baffles and 
jagged edge teeth on the door drop slot which prevents item from 
being fished back out. In the situation that years have passed and 
the batteries need to be replaced or have forgotten the numeric key 
codes, back-up keys are included with Barska safes. 


Door Drop Slot 


Allows for quick deposits and 
secure storage for cash and 
miscellaneous valuables. 


Anti-Fishing Baffles and Jagged 
Edge Teeth 


To prevent someone from fishing 
out money or deposit bags with a 
tool or a coat hanger being fished 
back out. 
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1.72 Cubic Ft 1.03 Cubic Ft 0.72 Cubic Ft 
Keypad Depository Safe Keypad Depository Safe Biometric Keypad Depository Safe 
AX12590 AX12588 AX13108 
e Retains Two Pin Codes e Retains Two Pin Codes e Retains Up To 120 Fingerprints 
e Three Solid Steel Locking Bolts e Three Solid Steel Locking Bolts e Retains 1 Pin Code 
e Lock Out Mode e Lock Out Mode e Two Solid Steel Locking Bolts 
e Dual Pin Code Access e Dual Pin Code Access e Pre Drilled Mounting Holes 
e Pre Drilled Mounting Holes e Pre Drilled Mounting Holes e Operates On Four AA Batteries (Included) 
e Operates On One 9V Battery (Included) e Operates On One 9V Battery (Included) e Includes Protective Floor Mat, Set Of 
e Includes Protective Floor Mat, Set Of e Includes Protective Floor Mat, Set Of Emergency Back-Up Keys And 
Emergency Back-Up Keys And Emergency Back-Up Keys And Mounting Hardware 


Mounting Hardware 


Inner Dimensions 
DxWxH inches 


Outer Dimensions 


Model DxWxH inches 


Mounting Hardware 


Key Code 
Memory 


Body Fingerprint Memory 


Secondary Access 


CA DOJ 
Approved 


Locking 


System Fireproof 


Weight Ibs 


AX12590 14x 14x27 11.25 x 13.8 x 18.5 1.72 Steel 0 2 2 back-up keys 3 Deadbolt lock No N/A 94.25 
AX12588 14 x 14 x 20 11.25 x 13.8 x 11.2 1.03 Steel 0 2 2 back-up keys 3 Deadbolt lock No N/A 79.6 
AX13108 13.75 x 13.75 x 16 11.5 x 13.5 x 8 0.72 Steel 120 1 2 back-up keys 2 Deadbolt lock No N/A 41.75 


For detailed product specifications and images visit: www.barska.com 
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736 Keys Keypad Wall Key Safe 
AX13500 


P 
FATTY a Multi-Key Safes 
res e «à Numbered key hooks to easily organize keys. The interior 
features rows with numbered hooks to access and keep track 
of keys. Features a key drop slot to insert keys without opening 
the safe. Pre-drilled mounting holes and included hardware 
for installation. Ideal for home, office, apartment complexes, 
rental management companies, car lots, body shops, and 
many more. Backed by Barska's 1 Year Limited Warranty. 
£ L 
A 
> 
2 Features 
( e Retains Two Pin Codes 
e Two Solid Steel Locking Bolts 
e Pre Drilled Mounting Holes 
e Operates On Four AA Batteries (Included) 
e Includes, Set Of Emergency Back-Up Keys And 
PTET T ate Mounting Hardware 


DA LL ces se : 


—————— 


240 Keys Keypad Wall Key Safe ape 


AX13368 
Model # Description puter Dimensions Inner Dimensions Locking System Weight Includes 
AX13500 736 Keys Keypad Wall Key Safe 13 x 23 x 30 n/a Key Pad 126.5 mounting hardware and keys 
240 Hooked key tags, labelled key shelves, 
AX13368 240 Keys Keypad Wall Key Safe 4.72 x 15.7 x 34 n/a Key Pad 57.32 mounting hardware and keys 
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180 Keys Keypad Wall Key Safe 144 Keys Keypad Wall Key Safe 
AX13350 AX12660 


sayes As} 


100 Keys Keypad Wall Key Safe 48 Keys Keypad Wall Key Safe 
AX13262 AX12658 


Model # Description Cuter Dimensions Inner Dimensions Locking System nagng Includes 


tags: el Se y shelves, 
AX13350 180 Keys Keypad Wall Key Safe 4.72 x 15.7 x 30.71 Key Pad 50.71 joked key a 
144 Hour par beie KS shelves, 


AX12660 144 Keys Keypad Wall Key Safe 5x17x26 n/a Key Pad 43 mounting hardware andl Key eys 
100 Hooked key tags, labelled key shelves, 


AX13262 100 Keys Keypad Wall Key Safe 4.75 x 15.6 x 21.6 n/a Key Pad 36.35 mounting hardware and keys 
AX13370 100 Keys Keypad Wall Key Safe, Black 4.75 x 15.6 x 21.6 nla Key Pad 36.35 100 ns ads à 
AX12658 48 Keys Keypad Wall Key Safe 4 x 12 x 14.25 n/a Key Pad 172 %8 a te ae à 


For detailed product specifications and images visit: www.barska.com 31 
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Biometric Wall Safe 


There is no need to search for keys, or remember a complicated 
pin code to open this safe, just place your finger on the fingerprint 
scanner to unlock this safe. Designed to house important items such 
as personal valuables and every day medical supplies. Inside the 
safe is an additional locked compartment for more sensitive items. 
To find items faster a convenient LED light is built into the safe for 
illumination. A manual fold down shelf provides a stable, work surface 
area and/or and writing area. 


+ 
0.83 Cubic Ft 0.83 Cubic Ft 
Beige Biometric Wall Safe Beige Biometric Wall Safe, 
AX12408 Left Opening 
AX12880 
Features 


e Fingerprint Memory Can Store Up To 120 Users 
Two Solid Steel Motorized Locking Bolts 
Pre-Drilled Mounting Holes 

Operates On 6-AA Batteries (Included) 

Interior Locking Compartment 

Interior Led Light 

Fold Out Tray 


Includes 
e Removable Shelf 
Protective Floor Mat 
Plastic Separator 
Mounting Hardware 
2 Back-Up Keys For Safe 
2 Keys For Interior Compartment 


Contents Not Included 


Biometric Wall Safe 


The hardest safe to break into is the one that no one knows is there! 
The perfect hidden safe for any home or business that can easily be 
concealed behind pictures, mirrors or behind furniture. With the main 
body of the safe inside the wall the door allows it to sit flush against 
the wall, providing concealment. An emergency override key enables 
you to open the safe even without entering the combination. Two 
removable shelves to organize valuable items such as medicines, 
jewelry and important documents. 


0.52 Cubic Ft White 
Biometric Wall Safe 
AX13030 


nye 
Features Syper 


e Fingerprint Control Can 
Store Up To 120 Users 


e Two Solid Steel Motorized | A ER 
Locking Bolts 3 , 
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e = Pre-Drilled Mounting 
Holes 

e Operates On 4-AA 
Batteries (Included) 


Includes 
e 2 Removable Shelves 
Protective Floor Mat 


e 
> Emérasries Back Der Keys 0.52 Cubic Ft Black 0.52 Cubic Ft Black 
-e Mn ie y Biometric Wall Safe, Left Opening Biometric Wall Safe 
AX13034 AX12038 
Fe Outer Dimensions Inner Dimensions Fingerprint Key Code Secondary Locking ; CA DOJ 
Description DxWxH inches DxWxH inches y Memory Memory Access System Fireproof Approved 
0.83 Cubic Ft Bei j 
AX12408 — Biornetie Wall Sate 4x 15.5 x 31.5 3.5 x 13.6 x 30 0.83 Steel 120 0 2 back-up keys f,Mptorized No N/A 48 
Ax13030 952 Cubic Ft Beige 373x1543x2075 35x1375x1875 0.52 Steel 120 0 2back-up keys de Abgibcx No Yes 28.6 
0.52 Cubic Ft Black 
AX12038 Bet cial Safe 3-73 x 15.43x 20.75 3.5x13.75x18.75 0.52 Steel 120 0 2back-up keys de&bObcx No Yes 28.6 
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Floor Safe 


A discreet way of storing valuables and important 
belongings. This solid steel Floor Safe fits easily between 
the joists underneath most floorboards. The Floor Safe 
sits level with the surrounding surface, allowing it to be 
covered by other items such as a rug. Ample storage 
space provides enough room to secure important items 
such as money, jewelry, compact electronics, important 
documents, and much more. 


0.89 Cubic Ft Floor Safe 
AX13200 


Features 

e Designed To Be Installed In The Ground 
Retains One Combination Lock 
Three Point Deadbolt Locking System 
Drop Slot, Allows For Quick Deposits 
Anti-Fishing Baffles and Jagged Edge Teeth 
Includes Sturdy Steel Cover So Door Of Safe 
Is Completely Level And, Protective Floor Mat 
Ensuring That Items Are Not Scratched 


0.22 Cubic Ft 
Key Underground Safe 
AX12656 


Features 

e Compact And Discrete 

e Two Point Deadbolt Locking System 

e Easily Fits Between The Joists Of Most 
Suspended Floors 

e Door Of Safe Is Completely Level, So It Can Be 
Completely Hidden Under A Carpet Or Rug 

e Pre Drilled Mounting Holes Allow Attachment 
To Joists Under Floorboards 

e Includes Protective Floor Mat Ensuring That 
Items Are Not Scratched, Set Of Keys And 
Mounting Hardware 
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CAD 


Inner sions Cubic Locking 
Body Approved 


DxWxH inches Feet Fingerprint Mem Secondary Access System Fireproof 


AX13200 13.25 x 14.75 x 12.25 12.75 x 14.25 x 8.5 0.89 Steel 3 Deadbolts No 
AX12656 8x15x5 6.5 x 13 x 3.5 0.22 Steel Locking Latch No 


For detailed product specifications and images visit: www.barska.com 33 
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Pistol Safes 
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Pistol Safes 


When it comes to personal protection, speed counts. The Barska 
Handgun Desk Safe delivers speed, reliability, and convenience in 
one compact package. The quick access pistol safe is equally as fast 
as it is discreet. The drawer quickly slides open to reveal the pistol. 
The interior is lined in thick foam to protect items from damage and 
to prevent rattling. Made from a robust solid steel build ensures that 
tampering with the desk safe is simply not possible. 


Cubie Body Fingerprint Me 
AX13092 7.6 x 3.8 x 13.5 n/a .69 Steel 20 
AX13094 7.6 x 3.8 x 13.5 n/a .69 Steel 0 


Pistol Keypad Safe 
AX13094 


Keypad Retains One Pin Code 

Multiple Mounting Options 

Pre Drilled Mounting Holes 

Operates On 4 AA Batteries (Included) 
Includes Set Of Emergency Back-Up Keys 
And Mounting Hardware 


Features a matte black textured finish which will not call attention to 
its presence. It is the ideal choice for a home or business looking for 
added security. This desk safe includes a mounting bracket that can 
easily be mounted to the right or left side. A discrete silent access 
mode allows the user to access the firearm within without alerting 
anyone. Includes back up keys that will override the lock and open 
the pistol safe. 


Pistol Keypad Biometric Safe 
AX13092 


Stores Up To 20 Fingerprints 

Keypad Retains One Pin Code 

Multiple Mounting Options 

Pre Drilled Mounting Holes 

Operates On 4 AA Batteries (Included) 
Includes Set Of Emergency Back-Up Keys 
And Mounting Hardware 


CA DOJ 


Locking 
Approved 


System 
Locking Latch 
Locking Latch 


Key Code 
Memory 


1 2 back-up keys 
1 2 back-up keys 


Secondary Access Fireproof 


Weight Ibs 
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® 
IBOX asomo 


Dual Access Biometric y — à. 
Secure Storage 


The iBOX” Dual Biometric Secure Storage Device by 
Barska is an innovative portable secure storage device 
that allows the user to quickly store and retrieve 
important valuables. The iBOX* features two biometric 
fingerprint scanning sensors, which provides quick 
keyless entry and eliminates the need to use a key to 
open the iBOX". 


(a) = 


Dual Scanners Keyless Entry Durable & Convenient 


The Dual Access Biometric Scanners A Touch Sensor detects when The durable ABS construction and 
feature a 500 DPI Optical Reader, while a finger is placed on the Biometric the compact size of the new iBOX* allows 
providing convenient back-up reliability Scanner, which quickly opens the iBOX* it to be easily transported while keeping 

with the unique Dual Scanner System and eliminates the need to use keys, valuables secured and protected. 


Security Solution 


The iBOX® has been designed to be the ultimate portable security solution, 
giving the user the peace of mind that their valuables are safely secured, yet still 
accessible with just the touch of their finger. The inside dimensions are spacious 
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enough to accommodate multiple items such as cameras, tablets, smart 
phones, passports, money, jewelry, and other valuables. The convenient size of 
the iBOX® makes it ideal for home, office, travel, car, and student use. 


Biometric Module 


The iBOX® Biometric Module Prism 
is made with a protective synthetic 
glass that allows for continually 
accurate scanning throughout the 
lifetime of the product. 


Outer Dimensions Inner Dimension: 7 à 5 4 CA DOJ A 
Model DASH inches DARA Hensen Fingerprint Memory Locking System Fireproof Approved Weight Ibs 
Automated Single 


i g 
AX12458 11.25 x 10 x 5.25 10.25x8x5 0.23 PC, ABS Plastic 120 Point Latch No No 3.96 
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Digital Lock Boxes 


Digital Keypad Lock Box 
AX11910 


The portable digital keypad lock box helps keep valuables such as 
passports, electronic gadgets, jewelry, cash, or sensitive documents 
safe and secure while traveling. It can be accessed quickly by entering a 
custom PIN code into the keypad. A solid steel design makes this lock 
box strong enough to prevent tampering, yet remains light enough to 
be easily transported. The included steel tethering cable is perfect for 
securing the lock box to a fixed structure so that it cannot be removed 
from its location without proper access. 


© & 


Retains One Pin Code 


Lock Out Mode 

Sturdy Carrying Handle 

Easily Transport Everything You Need For On-The-Go Security 
Operates On 4-AA Batteries (Included) 

Includes Foam Liner, Steel Cable And Set Of Emergency 
Back-Up Keys 


Keypad & Biometric Portable Lock Boxes 


Portable Biometric Keypad Lock Box Biometric Compact Portable Lock Box 
CB12776 AX11970 
e Fingerprint Control Can Store Up To 30 Users and Retains e Fingerprint Control Can Store Up To 120 Users 
1 Pin Code e Pre-Drilled Holes Allow The Lock Box To Be Mounted Into 
e Easily Transport Everything You Need For On-The-Go Security The Floor, On A Shelf Or Counter Top 
e Operates On 4-AA Batteries (Included) e Operates On 4-AA Batteries (included) 
e Includes Foam Liner, Steel Cable And Set Of Emergency e Includes Foam Liner, Removable Inner Strap, Steel Cable And 
Back-Up Keys Set Of Emergency Back-Up Keys 
Cuter Dimensions Inner Dimensions cubic Body Fingerprint Memory Key e oe Secondary Access See Fireproof rei Weight Ibs 
AX11910 5 x 12.5 x 17.5 4.5 x 11.5 x 16.5 0.49 Steel 0 1 2 back-up keys Locking Latch No N/A 16.5 
CB12776 3x 13.25 x 9.5 1.8 x 10.25 x 9.25 0.98 Plastic 30 1 2 back-up keys Locking Latch No N/A 4 
AX11970 7.37 x 10.5 x 2 7.25 x 8x 1.75 0.06 Steel 120 0 2 back-up keys Locking Latch No N/A 3.9 
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Combination Compact Lock Box 
AX11678 


The compact combination lock box features a solid 
steel construction in a compact lightweight design. This 
easily portable design can be stored and hidden away 
for safekeeping. Included with the lock box is a long 
self-locking security cable to keep your valuables safely 
attached to a large fixed object. Ideal for safely storing 
money, passports and jewelry. 


e Compact In Size 
e Retains One Combination Code 
e Includes Security Cable 


Drawer Style Compact Lock Box 
AX11810 


Security to go! An ideal size lock box for the car or when 
traveling to keep personal items protected. Open lock 
box by inserting key and either gently pulling or pushing 
the drawer from outer casing. Easily install the long 
self-locking security cable so that the lock box can be 
tethered to a large fixed object for added security. Cable 
hole lets you charge an electronic device while safely 
locked inside the safe. 


e Compact In Size 
e Secure Barrel Key 
e Includes Mounting Sleeve And Security Cable 


Compact Key Lock Box with Mounting Sleeve 
AX11812 


This compact key lock box is perfect for locking your 
valuables inside your vehicle boat, home, RV or office 
or wherever you need to secure down the security lock 
box. Steel mounting sleeve has six pre-drilled holes and 
mounting hardware included for easy installation. Once 
the sleeve is mounted the sleeve holds the lock box in 
place. Only the key will release the box from the sleeve. 
The lock box can be mounted almost anywhere hidden 
away from prying eyes. When you want to move the lock 
box, unlock the lock box from the sleeve and take it with 
you. To open the lock box insert and turn the key and lift 
lock box door to open. 


e Compact In Size 

e Pre-Drilled Holes Allow The Lock Box To Be 
Mounted Into The Floor, On A Shelf Or Counter Top 

e Includes Mounting Sleeve And Set Of Keys 


Dimensions Dimensions 


Model # 


2022 BARSKA® Security Solutions | Lock Boxes 


DxWxH inches DxWxH inches 


AX11678 7.15 x 10 x 2.75 6.75 x 8.5 x 1.75 0.06 Key 
AX11810 6 x 8.85 x 2.75 5x 7.15% 25 0.06 Key 
AX11812 6.25 x 7.95 x 2.75 5.25 x 5.75 x 1.25 0.02 Key 


For detailed product specifications and images visit: www.barska.com 


Locking System 


Weight Ibs Includes 
2.15 Removable inner liner and steel cable 
3.10 Steel sleeve, inner liner, steel cable and keys 
3.05 Steel mounting sleeve, 


mounting hardware, inner liner and keys 
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17" Cash Box 4 Bill Holder and 6 Compartment Tray with 


i inati Combination Lock 
Cash Boxes with Combination Lock se aa 


This multi-purpose box is ideal for storing cash and valuables 
and can be used for storage for both home and businesses. 
Features a re-settable combination lock for key-less entry 
perfect for organizations because it allows for multiple user 
access. Four spring loaded clip slots in the lid of the box to 
securely hold down items. Useful fold down carrying handle for 
portability and storage. The continuous piano hinge allows for 
this cash box to opens flat. 


e Retains One Pin Code 
e Six Section Tray 
e Four Spring Loaded Clip Slots 


Cash Boxes with Combination Lock 


These multi-purpose boxes are ideal for storing cash, coins and valuables and 
can be used for storage for both home and businesses. Feature a re-settable 
combination lock for key-less entry perfect for organizations because it allows for 
multiple user access. Multi-compartment removable tray keeps items organized. 
Useful fold down carrying handle for portability and storage. Made from strong 
steel construction. Backed by a one-year limited warranty. 


Features 
e Retains One Combination 
e Variety Of Sizes To Choose From 
e Includes A Removable Multi- 
Compartment Tray 


Combination Cash Lock Boxes 


12" Cash Box with Combination Lock, Grey CB11788 
10” Cash Box with Combination Lock, Grey CB11786 
8" Cash Box with Combination Lock, Grey CB11784 
6" Cash Box with Combination Lock, Grey CB11782 


Model # Description Cuter Dimensions DWH ween Locking System Weight Includes 
CB11794 6 Gampartrant tay wih, Combination Lock 7.62 x 11.37 x 3.37 725x11x3 Combination 3.5 6 companmen du 
CB11788 12” Cash Box with Combination Lock, Grey 9.45 x 12 x 3.54 8:5 x 11.25 x 2.25 Combination 3.75 5 compartment tray 
CB11786 10” Cash Box with Combination Lock, Grey 7.09 x 10 x 3.54 6 x 9.25 x 2.75 Combination 2.6 3 compartment tray 
CB11784 8” Cash Box with Combination Lock, Grey 6.3x8x3.5 5 x 7.25 x 2.25 Combination 2 3 compartment tray 
CB11782 6” Cash Box with Combination Lock, Grey 45x6x3.15 3.5x5.5x2 Combination 1.3 3 compartment tray 
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Cash Boxes with Key Lock 


These multi-purpose boxes are ideal for storing cash, coins and valuables and 
can be used for storage for both home and businesses. Select models feature a 
key lock that restricts access to only key holders to retrieve items stored. Multi- 
compartment removable tray keeps items organized. Useful fold down carrying 
handle for portability and storage. Made from strong steel construction. Backed 
by a one-year limited warranty. 


Features 

e Traditional Key Entry 

e Variety Of Sizes 

e Includes A Removable 
Multi-Compartment Tray 
And Pair Of Keys 


12" Cash Box with Key Lock CB11834 
10” Cash Box with Key Lock CB11832 
8" Cash Box with Key Lock CB11830 
6" Cash Box with Key Lock CB11828 


12" Fold Out Cash Box with Key Lock 
CB13052 


The Fold Out Cash Box is ideal for conducting cash transactions while on the go. A 
tough steel construction and internal organization trays help keep cash secured and 
organized. The five section coin tray lifts to reveal more storage space underneath. A 
quick-access drop slot allows anyone to drop off important receipts without having 
to open the cash box. This standard size cash box features a convenient carry 
handle for enhanced portability. 


Four Spring Loaded Clip Slots 
Five Section Tray 

Integrated Drop Off Slot 

Fold Out Design 

Includes 2 Back-Up Keys 
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Model # Description ye ent enS DNS] incites aio tray Locking System Weight Includes 

CB11834 12” Cash Box with Key Lock 9.45 x 12 x 3.5 8.5 x 11.25 x 2.25 $ 5 compartment tray and keys 
CB11832 10” Cash Box with Key Lock 7.09 x 10 x 3.54 6 x 9.25 x 2.75 Key 2.6 3 compartment tray and keys 
CB11830 8” Cash Box with Key Lock 6.3x8x3.5 5 x 7.25 x 2.25 Key 1.3 3 compartment tray and keys 
CB11828 6” Cash Box with Key Lock 4.5x6 x 3.15 3.5x5.5x2 Key 1.3 3 compartment tray and keys 
CB13052 12” Fold Out Cash Box with Key Lock 9.5 x 12 x 3.5 3x11.5x9.3 Key 4.25 5 compartment removable tray and keys 
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17" Cash Box and 6 Compartment Tray with Key Lock 
CB11792 


This multi-purpose key box is ideal for storing cash and valuables and can 
be used for storage for both home and businesses. The multi-compartment 
removable tray features six sections for organization. Useful fold down 
carrying handle for portability and storage. The continuous piano hinge 
allows for the contents of the cash box to be fully viewed and remain open 
when desired. 


Six Removable Section Tray 

Deep Lower Compartment For Additional Items 
Fold Down Carrying Handle 

Includes 2 Back-Up Keys 


12" Cash Box and Coin Tray with Key Lock, Black 
CB11790 


This cash key box is ideal for storing coin and cash. Removable six section 
coins tray has values for pennies, nickels, dimes, quarters, halves and dollars 
for a precise at-a-glance coin counting. Change tray automatically lifts 
with lid and is angled for easy access to coins. Removable three section 
lower tray for currency, receipts, documents etc. Useful fold down recessed 
carrying handle for portability and storage. 


Six Section Coin Tray 
Glossy Black Finish 
Three Section Tray 
Includes 2 Back-Up Keys 


12" Register Style Cash Box with Key Lock 
CB13054 


A tough steel construction and internal organization trays help keep cash 
secured and organized. The five section coin tray automatically lifts when 
the cash box is open, allowing for easy access to the coins. This standard 
size cash box features a convenient carry handle for enhanced portability. 


Key Cash Lock Boxes 


Four Spring Loaded Clip Slots 
Five Section Tray 

Fold Out Design 

Includes 2 Back-Up Keys 


npn Outer Di i I Di i , 
Model # Description a W mene o DxWxH wio tray Locking System Includes 


CB11792 17” Cash Box and 6 Compartment Tray with Key Lock 7.62 x 11.37 x 3.37 7.25x11x3 ; 6 compartment removable tray and keys 


CB11790 12” Cash Box and Coin Tray with Key Lock, Black 9.45 x 12 x 3.5 8.5 x 11.25 x 2.25 Key 4 3 compatiment removal lower tay and keys 
CB13054 12” Register Style Cash Box with Key Lock 9.5x12x3.5 9.2 x 11.5x3 Key 4.25 6 section removaole coin tray, 
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Parcel Mail Box 


These parcel mail boxes are the perfect solution to ensure documents 
and packages are safely kept till retrieved by an authorized user with key 
access. The drop slot makes dropping items into the lock box safe and 
simple for almost any home or business. The key lock keeps the contents 
of the lock box secure for privacy purposes and are safely kept till retrieved 
by an authorized user with key access. The larger models the feature push 
button lock for bulkier items. The bottom locker can be used and locked 
till an authorized user with key access can retrieve it. Made from strong 
stainless steel. 


Features 
e Convenient Drop Slot 
e Pre Drilled Mounting Holes 
e Locking Front Retrieval Door 
e Includes Back-Up Keys 
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NEW 
MPB-600 Parcel Mail Box, Black, MPB-700 Parcel Mail Box, Black, | MPB-500 Parcel Mail Box, Black Parcel Collection Locking 
w/One Big Parcel, Drop Door w/One Drop Door w/Drop Door Drop Box 
CB13332 CB13704 CB13324 CB13256 
Model # Description Includes 
CB13704 MPB-700 Parcel Mail Box, Black, w/One Drop Door 15 x 16.15 x 44.10 n/a Key Lock 46.3 Mounting hardware and keys 
MPB-600 Parcel Mail Box, Black, r 
CB13332 w/One Big Parcel, Drop Door Stainless Steel 10.42 x 16.14 x 51.97 n/a Key Lock 44 Mounting hardware and keys 
MPB-500 P: | Mail Box,Black, : 
CB13324 wiDrop Hace Stainless Steal 12.20 x 18.90 x 44.10 nla Key Lock 39.5 Mounting hardware and keys 
CB13256 Parcel Collection Locking Drop Box 10.5 x 15.4 x 41.5 n/a Key Lock 34 Mounting hardware and keys 
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Parcel Mail Boxes 
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MPCB-100 Multi-Chambered Mail and Parcel 


J Box With Adjustable Space 
CB13610 


Push Button Lock 


The push button lock for the parcel doors gives 
easy access for the delivery driver and will keep 
the contents of the parcel box secure until 
retrieved by an authorized user with key access. 


Features 
e One Drop Slot 
e Two Parcel Doors With Retractable Shelf 
e Pre Drilled Mounting Holes 
e Locking Front Retrieval Door 
e Single Key Cylinder Lock 
e Solid Steel 0.8 mm Construction 
e Includes 6 Keys And Mounting Hardware 
NEW 
MPCB-200 Mail and Parcel Box 
CB13706 


Parcel Doors 


The adjustable parcel shelf is retractable 3-5 
inches to accommodate larger packages and is 
safely kept till retrieved by an authorized user 
with key access. 


Features 
e One Drop Slot 
Parcel Door With Retractable Shelf 
Pre Drilled Mounting Holes 
Single Key Cylinder Lock 
Solid Steel 0.8 mm Construction 
Includes 2 Keys And Mounting Hardware 


Model # Description P of Includes 
P E ; 4 i i Push Button 6 keys and 
CB13610 HSE pren. bx 15.5 x 16.25 x 44.5 1.5 x 13 15.5 x 16 20in. x 16 in. Locks 48.8 mounting hardware 
CB13706 r ailand 45 x 16.15 x 44.10 8.25 x 16.25 22.5 x 16.25 na Key Lock 45.20 Key and 
Parcel Box mounting hardware 
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Collection Locking Mail Box 


These collection locking mail boxes are the perfect solution to 
ensure documents and packages are safely kept till retrieved 
by an authorized user with key access. The drop slot makes 
dropping items into the lock box safe and simple for almost any 
home or business. The key lock keeps the contents of the lock 
box secure for privacy purposes. Made from strong stainless 
steel. 


Features 
e Convenient Drop Slot 


à ¢ Smaller Models Feature Pre Drilled Mounting Holes 
e Locking Front Retrieval Door 
e Includes Back-Up Keys 
>> & 


Contemporary Wall Mount Classic Wall Mount Collection 
Mailbox w/Newspaper Bucket Locking Mail Box 
CB13698 CB13254 
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Retro Wall Mount Lock Wall Mount Collection 
Mail Box Locking Mail Box 
CB13700 CB13252 


Model # Description 


Includes 


CB13698 Contemporary Wall Mount Mailbox w/Newspaper Bucket 4x15 P 16 n/a Key Lock 4.35 Mounting hardware and keys 
CB13254 Classic Wall Mount Collection Locking Mail Box 7x15x12.75 n/a Key Lock 4.95 Mounting hardware and keys 
CB13700 Retro Wall Mount Lock Mail Box 6.25 x 13 x 15 n/a Key Lock 4.55 Mounting hardware and keys 
CB13252 Wall Mount Collection Locking Mail Box 3.6 x 14.2 x 12.3 n/a Key Lock 4.75 Mounting hardware and keys 


For detailed product specifications and images visit: www.barska.com 
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Multi Purpose Drop Box, Large 
CB12712 


Multi Purpose Drop Box 
CB12710 


Model # Description 
CB12712 Multi Purpose Drop Box, Large 
CB12710 Multi Purpose Drop Box 
CB13118 Desktop Drop Box 


11 x 15.75 x 4.87 


Multi-Purpose Drop Boxes 


Multi-purpose drop boxes are mainly used for short-term storage of 
items. The wide deposit slot located on top of the lock box allows 
personnel to drop off important flat items up to 8.5 inches in width 
into the locked compartment, which can then be picked up later 
by authorized users with key access. Designed to provide a secure 
way of locking up important items such as suggestion slips, ballots, 
mail, documents, keys, money, and more. The key lock ensures that 
only approved key holders can gain access. 


Desktop Drop Box 
CB13118 


V 
Inner Dimensions Locking System t Includes 


n/a Key Lock 3.90 Mounting hardware and keys 
n/a Key Lock 2.05 Mounting hardware and keys 
n/a Key Lock 6.31 Mounting hardware and keys 
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Diversion Lock Boxes 


These unique lock boxes allows you to hide valuables inside 
commonly found items in a home. Hidden in these lock boxes is 
a solid steel safe in a compact lightweight design. Because the 
diversion lock boxes look so real they easily blend into the décor 
of a home or office. No one but you will ever know that these 
everyday plain objects are really lock boxes in disguise. Valuables 
can be hidden secretly inside these look-a-like diversion safes and 
kept in their seemingly rightful places. Ideal for safely storing small 
valuables such as money, passports and jewelry. Backed by a One- 
Year Limited Warranty. 


Large Antique Book Lock Box with Key Lock 
CB11992 
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Antique Book Lock Box with Key Lock Antique Map Book Lock Box with Key Lock 
CB11994 CB12480 


Outer Dimensions Inner Dimensions 


Description DxWxH inches DxWxH inches Locking System Weight Ibs Includes 
CB11992 Large Antique Book Lock Box with Key Lock 2.75 x 8.75 x 13 2.25x7x 11 Key 3.10 Keys 
CB11994 Antique Book Lock Box with Key Lock 2.75 x 7x 10.75 2.25 x 5.5 x 9.25 Key 2.10 Keys 
CB12480 Antique Map Book Lock Box with Key Lock 2.75 x 7 x 10.75 2.25 x 5.5 x 9.25 Key 2.10 Keys 
CB11988 Dual Book Lock Box with Key Lock 3.5 x 7.5 x 10.5 2.75 x 5.5 x 8.25 Key 2.70 Keys 
CB12470 Paris and London Dual Book Lock Box with Key Lock 3.5 x 10.5 x7 45x11x9 Key 2.45 Keys 


For detailed product specifications and images visit: www.barska.com 45 
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Dual Book Lock Box with Key Lock Paris and London Dual Book 


CB11988 Lock Box with Key Lock 
CB12470 


Paris Book Lock Box with Combination Lock 
CB12362 


Real Paper Book Lock Box 
with Key Lock 
AX11682 


ey 
The New | 
ENGLISH | 
| Dictionary | 


Diversion Lock Boxes 


Dictionary Book Lock Box with Key Lock Dictionary Book Lock Box with Combination Lock, Brown 
AX11680 CB11990 


Description puter Dimensions inner Dimensions Locking System Weight Ibs Includes 
CB13056 London London Dual Book Lock Box with Key Lock 3.5 x 10.5 x7 45x11x9 Key 2.45 Keys 
CB13058 Paris Paris Dual Book Lock Box with Key Lock 3.5 x 10.5 x7 45x11x9 Key 2.45 Keys 
CB12362 Paris Book Lock Box with Combination Lock 2x 7.25 x 4.5 1.75 x6.5x4 Combination 1.12 
AX11682 Real Book Lock Box with Key Lock 1.75 x 7.5 x 10.5 1x5.5x 7.75 Key 2.64 Keys 
AX11680 Dictionary Book Lock Box with Key Lock 2.25 x 6.25 x 9.5 1.25 x 4.75 x 8.5 Key 1.85 Keys 
CB11990 Dictionary Book Lock Box with Combination Lock, Brown 2x4.52x7 1.41 x 4.13 x 6.57 Combination 1.12 
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Medical Security Cabinet 


Provides peace of mind in storing drugs and medical 
supplies in doctors’ offices, hospitals, clinics, schools, 
or rehab centers. The key lock ensures that only 
approved key holders can gain access. Pre drilled 
holes allow the cabinet to be mounted to wall or door. 
The door opens fully to allow access to all contents. 
Constructed of sturdy, heavy duty material that is 
designed to withstand daily use. Available in three 
sizes with varying interiors to suit your specific needs. 


Features 
e Pre-Drilled Wall Mounting Holes 
e Includes Mounting Hardware And Keys 


Medical Security Cabinet, Large 


CB12824 bu toy 
e Interior Locking Compartment ei : toit a 4 
e Includes Dry Erase White Board, Dry Erase Pen, E | “ns 
Four Medical Stickers, Mounting Hardware and = A a 
Pair of Keys ON £ => “Long t 
Èi « À ne ce T 
L s- =x 


| 


ri) 


+ 


Medical Security Cabinet, Standard Medical Security Cabinet, Small 
CB12822 CB12820 
e Glass Door e Includes Dry Erase White Board, Dry Erase 
e Includes Four Medical Stickers, Mounting Pen, Four Medical Stickers, Mounting 
Hardware and Pair of Keys Hardware, Removable Handle and Pair of Keys 


Contents Not Included 


Model # Description DxWxH inche Inner Dimensions Locking System b Includes 
CB12824 Medical Security Cabinet, Large 5.5 x 15 x 20.9 n/a Key Lock 1465 LPS te rase pen, die 
CB12822 Medical Security Cabinet, Standard 3.94 x 12.4 x 14.17 n/a Key Lock 7.65 Four medical D keo nmg hardware 
À x ` Dry erase white board, dry erase pen, four 
CB12820 Medical Security Cabinet, Small 3.23 x 10.63 x 9.45 n/a Key Lock 3.20 medical Stickers, mounting hardware, removable 
andle and keys 
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Key Storage Cabinets 


Keep keys organized and secure in these multi key lock 
boxes. Equipped with a locking door for added security. 
The hooks allows you to hang keys with or without key 
tags or hang multiple keys with key ring. Pre-drilled holes 
and mounting hardware included for easy installation. Most 
models features a continuous piano hinge which allows a 
full view of all keys. An indexing chart that has to document 
the key's hook position corresponding lock, and a drop-in 
plastic sleeve tethered to the hinge inside the safe provides 
a hands-free reference. Ideal for home, office, apartment 
complex, rental management companies, car lots, body 
shops and many more. Barska key cabinets are available in 
various sizes from small models that work great for the home 
or small office to large key cabinets for industrial use that 
can hold hundreds of keys that are used daily. All Barska key 
cabinets are backed by a One-year limited warranty. 


x 


oya 


tet 50 Key Adjustable Lock Box With 
‘ata Glass Door, Grey 

ta CB12950 

MT 


c'e 


a ——.. 
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Multi-Key Lock Boxes 


10 Key Lock Box With 
Glass Door, Grey 


l » CB12986 


20 Key Lock Box With Glass Door, Grey 
CB12952 


Model # Description Suter Dimensions inner Dimensions Locking System weight Includes 

CB12950 50 Key Adjustable Key Lock Box With Glass Door, Grey 3x15x21.75 n/a Key 9.85 Adjustable Shelves, Keys, Mounting Screws 
CB12952 20 Key Lock Box With Glass Door, Grey 3 x 10.75 x 13.75 n/a Key 5.65 aaa Een LE Os 
CB12986 10 Key Lock Box With Glass Door, Grey 3x8x11.8 n/a Key 3.95 NME ETS OR Os 
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Key Lock Boxes 


Keep keys organized and secure in these multi key lock boxes. Equipped rental management companies, car lots, body shops and many more. 
with a locking door for added security. The hooks allows you to hang Barska key cabinets are available in various sizes from small models that 
keys with or without key tags or hang multiple keys with key ring. Select work great for the home or small office to large key cabinets for industrial 
models feature pre-drilled holes and mounting hardware included for use that can hold hundreds of keys that are used daily. All Barska key 
easy installation. Most models features a continuous piano hinge which cabinets are backed by a One-year limited warranty. 


allows a full view of all keys. Ideal for home, office, apartment complex, 


1170 Adjustable Key Cabinet Storage Locker, Grey 


CB12960 
e Key Log Sheet 
e Full Set Of Key Tags 
e Pre Drilled Mounting Holes 
e Includes Key Tags, Log Sheet, Mounting 
Hardware And Keys 


PEDRE 


‘#8 


peers Le ni 
etre: 


ke 


800 Adjustable Key Cabinet Storage Locker, Grey 
CB12958 
e Key Log Sheet 
e Full Set Of Key Tags 
e Pre Drilled Mounting Holes 
e Includes Key Tags, Log Sheet, Mounting 
Hardware And Keys 
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Pave Outer Dimensions Inner Dimensions : Weight 
Model # Description DxWxH inches DxWxH inches Locking System lbs Includes 


Key tags, key shelves, keys, mounting screws, 


CB12960 1170 Adjustable Key Cabinet Storage Locker, Grey 10 x 28.75 x 51 n/a Key 109 stability brackets 
CB12958 800 Adjustable Key Cabinet Storage Locker, Grey 10 x 28.75 x 51 n/a Key 96 Key tags, key ses keys, mounting Screws; 
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600 Key Adjustable Key Lock Box, Grey 
CB12700 


{4 
dif 


LLELLEELELLELZ,) 


PAO ee ee 


a - ‘ 
pee Mee ee ee eee ewe mrar ee 
. 


ri 


480 Key Adjustable Key Lock Box, Grey 


CB13240 
reat O D D = W 
Model # Description DAs DANA Achas Locking System b Includes 
i 600 key tags, labelled key shelves, log sheet, 
CB12700 600 Key Adjustable Key Lock Box, Grey 8 x 28.75 x 21.75 n/a Key 56.6 Y pagunting hardware and keys” 
CB13240 480 Key Adjustable Key Lock Box, Grey 5.5 x 28.5 x 21.75 n/a Key 34.05 480 Hooked key tags, key shelves, log sheet, 


mounting hardware and keys 


50 


r Dimensions 


Modsl# DxWxH inches 
400 Keys Adjustable Key Lock Box 

CB13604 With Digital Lock, Grey 5.75 x 28.25 x 24 

CB12490 400 Key Adjustable Key Lock Box, Grey 5.75 x 28.25 x 21.75 

CB12698 320 Key Adjustable Key Lock Box, Grey 3 x 28.75 x 21.75 


For detailed product specifications and images visit: www.barska.com 
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400 Keys Adjustable Key Lock Box 
With Digital Lock, Grey 
CB13604 


400 Key Adjustable Key Lock Box, Grey 
CB12490 


320 Key Adjustable Key Lock Box, Grey 
CB12698 


Locking System Weight Includes 


olor labelled key shelves, key tags, 
key log sheets, plastic sleeves, 


Pin Code 42 
mounting hardware and key 
400 Hooked key tags, labelled key shelves, 
Key 42 log sheet, mounting hardware and keys 


20 320 Hooked key tags, labelled key shelves, 


Key log sheet, mounting hardware and keys 
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300 Keys Adjustable Key Lock 
Box, Grey 
CB13238 


300 Keys Adjustable Lock Box 
With Combination Lock, Grey 
CB13562 
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240 Keys Lock Box With 
Combination Lock, Grey 
CB13600 


300 Keys Adjustable Lock Box With 
Combination Lock, Black 
CB13352 


Inner Dimensions Locking System Weight Includes 


Model # WxH inches 


300 Keys Adjustable Lock Box 8 x 14.75 x 21.5 n/a Combination 30.45 Colored key tags and two back-up keys 


With Combination Lock, Grey 
CB13238 300 Keys Adjustable Key Lock Box, Grey 8x 14.75 x 21.5 n/a Key 30.45 300 Hooked key tags, fabelled key shoes. log 


30.45 300 Hooked key tags, labelled key shelves, log 


CB13562 


300 Keys Adjustable Lock Box With Combination Lock, SAR" 
CB13352 Black 8 x 14.75 x 21.5 n/a Combination sheet, mounting hardware and keys 
CB13600 240 Keys Lock Box With Combination Lock, Grey 5.5 x 15 x 21.75 n/a Combination/Key 17.85 240 White key tags, numbered shelf, key index 
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NEW 
200 Keys Adjustable Lock Box With RIFD Lock, Grey 


240 Key Lock Box with White Tag 
CB12494 CB13716 
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200 Keys Adjustable Lock Box With Combination Lock, Grey 200 Key Adjustable Lock Box with Combination Lock, Black 
CB13564 CB13266 
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200 Key Adjustable Key Lock Box, Black 200 Keys Lock Box, Black 


AX11824 AX11818 
Model # uter Dir RENES i i ocking System Includes 
CB12494 240 Key Lock Box with White Tag 5.5 x 15 x 21.75 n/a Key (es, RO E T 
x 5 Cards, mounting hardware, 
CB13716 200 Keys Adjustable Lock Box With RIFD Lock, Grey 5.5 x 14.75 x 21.75 n/a RFID 20.70 200 hooked key tags, labeled key shelves 
200 Keys Adjustable Lock Box With Combination Lock, pe Adjustable key shelves, key tags, screws, lo: 
CB13564 Grey 5.50 x 14.75 x 21.75 n/a Combination/Key 20.70 J Y Sheet and kaya” 9 
200 Key Adjustable Lock Box with Combination Lock, inati Labeled key shelves, log sheet, 
CB13266 y AC) Black 5.5 x 14.75 x 21.75 n/a Combination 20.70 ‘and mounting hardware 
AX11824 200 Key Adjustable Key Lock Box, Black 5.5 x 14.75 x 21.75 n/a Key 19.85 a Key Shelves, Jog sheet, 
AX11818 200 Key Lock Box, Black 3x 12x 18 n/a Key 10.15 nur nine parwan ays 
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160 Keys Lock Box With Combination Lock, Grey 160 Key Lock Box with White Tag 
CB13602 CB12492 


oi 
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D 
160 Keys Lock Box, Grey 156 Keys Lock Box With Combination Lock, Black 
CB12488 CB13608 
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150 Keys Adjustable Key Lock Box, Grey 105 Key Lock Box, Grey 
CB13236 AX11694 


ter Dimensions ocking System Includes 


WxH inches 


CB13602 160 Keys Lock Box With Combination Lock, Grey 3x 15 x 22 n/a Combination/Key 12.80 One Re athe oti 
CB12492 160 Key Lock Box with White Tag 3x 15 x 22 n/a Key 12.80 160 Hooked Key tags: eballed key shelves: log 
CB12488 160 Key Lock Box, Grey 3.25 x 11 x 14.5 n/a Key 6.70 ie eit ips 
CB13608 156 Keys Lock Box With Combination Lock, Black 3.25 x 11 x 14.5 n/a Combination 6.70 Numbered stickere: key fags and 
CB13236 150 Keys Adjustable Key Lock Box, Grey 5.5 x 14.75 x 21.75 n/a Key 10.70- 100 Hooked KOy mae ane aa KOy eves. lag 
AX11694 105 Key Lock Box, Grey 3x9.5x 12 n/a Key sai 105 Hooked key tage, numbered stickers, 
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100 Keys Adjustable Lock Box With Combination Lock, Grey 100 Keys Adjustable In Wall Key Lock Box, Flange Grey 
CB13560 ae 


100 Keys Adjustable Combination Key Lock Box, Black 


100 Key Adjustable Lock Box, Grey 
CB13366 


CB12956 
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100 Key Adjustable Key Lock Box, Black 90 Key Lock Box, Grey 
CB12964 CB13234 


Locking System i Includes 


Adjustable key shelves, key tags, screws, 
log sheet and keys 


100 Hooked key tags, labeled key shelves, log 


100 Keys Adjustable Lock Box i 
With Combination Lock, Grey 3 x 14.75 x 21.75 n/a Combination/Key 11.65 


CB13560 


CB13534 100 Keys Adjustable In Wall Key Lock Box, Flange Grey 3.25 x 16.8 x 23.25 n/a Key 11.8 sheet, mounting hardware and keys 
CB12956 100 Key Adjustable Lock Box, Grey 3 x 14.75 x 21.75 n/a Key 11.25 aa Rarer ond Toys 
CB13366 100 Keys Adjustable Combination Key Lock Box, Black 3 x 14.75 x 21.7 n/a Combination 11.25 Labeled key shelves; log sheet 
CB12964 100 Key Adjustable Lock Box, Black 3x 14.75 x 21.7 n/a Key 11.25 Labeled key shelves, log sheet, 
CB13234 90 Key Lock Box, Grey 3.1 x 9.5 x 11.75 n/a Key 5 as nu ie 
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rt 


64 Key Adjustable Lock Box with Combination Lock, Black 64 Key Adjustable Key Lock Box, Black 
CB13264 CB12486 


M 
TAISLA M E = 
NA ns 
57 Key Lock Box with Combination Lock, Black = 
AX11822 50 Key Lock Box Portable with Key Lock, Grey 


CB12948 


48 Keys Adjustable Key Lock Box With Combination Lock, Grey 48 Key Adjustable Key Lock Box, Black 
CB13606 CB12484 


Weight 


r Dimensions Inner Dimensions Locking System eig Includes 


Description xWxH inches DxWxH inches 
64 Key Adjustable Lock Box with Combination Lock, 


Labelled key shelves, key tags 


CB13264 3.1 x 11.75 x 17.75 n/a Combination 8.25 a 
Black and mounting hardware 
A 64 Hooked key tags, labelled key shelves, lo: 
CB12486 64 Key Adjustable Key Lock Box, Black 3.5x 12x 18 n/a Key 8.20 sheet, mounting hardware and keys à 
AX11822 57 Key Lock Box with Combination Lock, Black 3x 11 x 14.5 n/a Combination 4.50 Mounting hardware and numbered stickers 
CB12948 50 Key Lock Box Portable with Key Lock, Grey 3x9 x 12.5 n/a Key 4.00 Key Tags, mounting hardware and keys 
cB13606 48 Keys Adjustable Key Lock Box With Combination 3x11x145 nia Combination 5.50 Color labeled key shelves, key tags 
ock, Grey and mounting hardware 
CB12484 48 Key Adjustable Key Lock Box, Black 3x11x 14.5 n/a Key 5.50 48 Key tags, labelled key shelves, mounting 
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48 Key Lock Box, Grey 42 Key Adjustable Key Lock Box, Black 


AX11692 CB13232 


40 Key Lock Box, Grey 36 Key Lock Box with Combination Lock, Black 
CB13364 AX11820 
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20 Key Lock Box, Grey 10 Key Lock Box, Grey 


CB12482 CB13362 
sati r Dimensions Inner Dimensions : i 
Description xWxH inches DxWxH inches Locking System Includes 
AX11692 48 Key Lock Box, Grey 3x7x 10 n/a Key 33 48 Hooked key tags, numbered stickers, 
mounting hardware and keys 
CB13232 42 Key Adjustable Key Lock Box, Black 3.1 x 10.6 x 13.75 n/a Key 6.15 Shelves, key tags, keys, mounting screws 
CB13364 40 Key Lock Box, Grey 3x 7.75 x 11.5 n/a Key 3:85 42 Hooked key tagy; mouniingihargiware 
AX11820 36 Key Lock Box with Combination Lock, Black 3.25 x 9.5 x 11.75 n/a Combination 3.35 Numbered stickers and mounting hardware 
CB12482 20 Key Lock Box, Grey 3x6.25x8 n/a Key 2 20 Key tags, numbered stickers, mounting 
hardware and keys 
CB13362 10 Key Lock Box, Grey 2 x 6.5 x 6.75 n/a Key 1.5 10 Hooked key tags ane hardware 
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Breakable Emergency Key Boxes 


Durable steel key box houses restricted door key access 
compartment that can hold one key or a small set of keys. Easily 
seen bright red steel box with hinged door. In an emergency use 
the included hammer to break the glass panel and gain access to 
contents. Two pre-drilled holes and mounting hardware included 
for easy installation. 


Standard Breakable 
Emergency Key Lock Box 
AX11826 


Small Breakable 
Emergency Key Lock Box 
AX11838 


Model # Description nterni onalar Inner Dimensions ight Includes 


AX11838 Small Breakable Emergency Key Lock Box 5 
with Attached Hammer 1.6x6x6 n/a Key 1.20 Mounting hardware and keys 
AX11826 Standard Breakable Emergency Key Lock Box 1.6 x 3.95 x 3.95 n/a Key 0.85 Mounting hardware and keys 


Photo Key Holder 


Your keys wont go missing again with this a multifunctional picture 
frame and key holder which easily hold a 4inch x 6inch picture that 
is displayed through the frame, for personalization in any home. Lift 
the frame of the photo to reveal 10 interior hooks safely hanging 
keys. Features a magnetic lock to keep frame closed. 
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4"x 6" Picture Wall Mount Photo Frame 
Cabinet with 10 Position Key Holder 
CB13060 


Displays One 4” X 6" Image 

10 Interior Hooks Safely Hanging Keys 
Magnetic Lock To Keep Frame Closed 
Pre-Drilled Holes For Mounting To A Wall 
Includes Key Tags and Mounting Hardware 


Model # Description 7 HOARE chon Weight Ibs Includes 
CB13060 4’x6” Picture Wall Mount Photo Frame Cabinet with 10 Position Key Holder 2x 8.75 x 8.75 1.55 Key tags and mounting hardware 
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Safe Accessories 


Barska Dehumidifier 150g 
AF12500 


e Ideal For Safe Or Storage Compartment 
Where Moisture-Sensitive Items Are Stored 

e Absorbs Moisture From The Surrounding Air 

e Color Changing Humidity Indicator 

e Reusable, Microwave-Safe Design 


Two Rifle Safe Shotgun Racks 
AF 13032 


e Each Rack Features Two Barrel 
Grooves 

e Compatible with Models AX11787 
and AX11898 


Safe External Battery Pack 
AF 12654 


e Provides Backup Power To Safe In The 
Event That The Batteries Go Out 

e Works With Most Barska Biometric Safes 

e Requires 4 AA Batteries, Not Included 


Model # Description 


AF12500 Barska Dehumidifier 150g 

AF13318 Suede-Lined Jewelry Storage Drawer Set, Tan 
AF13032 Two Rifle Safe Shotgun Racks 
AF12640 Shelf for AX11652 

AF12654 Safe External Batter 
AF12718 Replacement Glass for Small Breakable 
AF12720 Replacement Glass for Breakable Key Box AX11826, 3 pieces 


For detailed product specifications and images visit: www.barska.com 


ey Box AX11838, 3 pieces 
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Suede-Lined Jewelry Storage Drawer Set, Tan 
AF13318 


2 - Suede-Lined Jewelry Storage Drawers 
4 - Necklace Compartments 

2 - Medium Organizing Compartments 

3 - Small Organizing Compartments 

1 - Large Section with Padded Channels 
1 - Large Storage Compartment 


Shelf For AX11652 
AF12640 


e Replacement Shelf For 1.83 Cubic Ft 
Tall Biometric Rifle Safe 


Replacement Glass for Small Breakable 
Key Box AX11838, 3 pieces 
AF12718 


Replacement Glass for Breakable 
Key Box AX11826, 3 pieces 
AF12720 


Outer Dimensions : 
DxWxH inches Weight Ibs 
3.5 x 5 x 1.25 
13.5 x 8 x 4.25 
2.5 x 6.5 x 1.25 
6 x 8.25 x 0.5 
.75 x 2.5 x 2.6 
2 x 3.25 x 0.25 
2.25 x 4.75 x 0.25 
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Key Box Accessories 


osaennn 


Simla (a leat es 


Key Shelves with 001-100 Key Shelves with 301-400 
Numbered Hooks, 10 shelves Numbered Hooks, 10 shelves 
AF13682 AF13688 
Key Shelves with 101-200 Key Shelves with 401-500 
Numbered Hooks, 10 shelves Numbered Hooks, 10 shelves 
AF13684 AF13690 
Key Shelves with 201-300 Key Shelves with 501-600 
Numbered Hooks, 10 shelves Numbered Hooks, 10 shelves 
AF 13686 AF13692 

e 10 Individual Labeled Key Shelves 

e Keeps Keys Well Organized 

e Solid Steel Construction 

e Colors: Yellow, Blue, Black, Green & 


Orange 
e Key Tags Not Included 
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50 Small Key Tags, White 50 Key Tags, 100 Key Tags, 50 Small Key Tags, 100 Small Key Tags, 
AF13488 Assorted Colors Assorted Colors Assorted Colors Assorted Colors 
AF12496 AF13678 AF12836 AF 13680 
e Write Directly on Key Tag 
e Ideal For Replacement Key e Removable Write-On Label e Removable Write-On Label 
Tags For Most Key Lock Boxes e Large Window Insert e Large Window Insert 
e Ideal For Replacement Key Tags e Ideal For Replacement Key Tags 
For Most Key Lock Boxes For Most Key Lock Boxes 
Model # Description Outer Dimensions Weight Ibs 
AF13682 Key Shelves with 001-100 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13684 Key Shelves with 101-200 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13686 Key Shelves with 201-300 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13688 Key Shelves with 301-400 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13690 Key Shelves with 401-500 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13692 Key Shelves with 501-600 Numbered Hooks, 10 shelves 11.75 x 1.5 0.2 
AF13488 50 Small Key Tags, White na 0.1 
AF12496 50 Key Tags, Assorted Colors na 0.1 
AF12836 50 Small Key Tags, Assorted Colors na 0.1 
AF13678 100 Key Tags, Assorted Colors na 0.1 
AF13680 100 Small Key Tags, Assorted Colors na 0.1 
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Three Access Methods 


Fingerprint Access 
e Up To 50 Fingerprint 
e One Master User 
; 2] Key Pad Access 
` 4] e Up To 50 Fingerprint 
e One Master User 


Can 


Mechanical Key Access 
e Traditional Key Access 


Biometric Keypad Door Lock 
EA13580 


Safely secure a room with this biometric and keypad security door lock. 
The perfect security solution to almost any home or office. Ideal for indoor, 
residential, and commercial use to replace traditional door knob. Extra key 
fobs for additional users are available, see manual for details. Requires 4 AA 
batteries, not included. 


Three Access Methods; Fingerprint, Key Code And Key 
Reversible Fits Left Or Right Opening Doors 

Easy Installation, Standalone Self-Contained Unit 
Designed With Anti-Rain Splashed Hardware 

Easy To Program And Operate 

Scanner Responds Quickly, To Unlock Door 

One Year Warranty 
Includes 

- Front Lock Body 

- Back Lock Body 

- Strike Box 

- Strike Plate 

- Latch 

- Two Mechanical Keys 
- Adapter Ring 

- Screws 


Key Code 
Memory 


EA13580 Black Up To 50 Up To 50 50 2 Back-Up Keys Mechanical Lock Anti-Splash 2.65 


Model Color Fingerprint Memory 


Key Code Memory Key Access Locking System Waterproof Weight lbs 


For detailed product specifications and images visit: www.barska.com 61 
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Biometric & RFID Security Door Lock, White 


: Safely secure a room with the Barska Biometric & RFID Security Door Lock. 
| The perfect security solution to almost any home or office. Ideal for indoor, 
residential, and commercial use to replace traditional door knob. Extra key 
fobs for additional users are available, see manual for details. Requires 4 

AA batteries, not included. 


Three Access Methods; Fingerprint, RFID And Key 
Reversible Handle Fits Left Or Right Opening Doors 
Easy Installation, Standalone Self-Contained Unit 
Designed Specifically For Indoor Use 

Easy To Program And Operate 

Scanner Responds Quickly, To Unlock Door 

One Year Warranty 


~~ 
~~ 


4 e Includes 

- One Set of Admin Key Fobs 

- 20 User Key Fobs 

- Two Mechanical Keys 

- Front Plate (including rubber gasket) 


des 
af - Back Plate (including rubber gasket) 
- Tubular Latch Mortise 
- Strike Plate 
- Strike Box 
- Installation Template 
- Accessory Pack 
a. 
t 
Three Access Methods 
Fingerprint Access RFID Scanner Access Mechanical Key Access 
e 20 Fingerprint Registrations e One Admin User, 10 Users e Traditional Key Access 
e Expandable Up To 30 Fingerprints e Expandable Up To 35 Users 
| 
| das à 
ih Ah 
Fingerprint Technology Radio Frequency Identification 
The optical biometric sensor illuminates ey A type of wireless technology that identifies 
ridge characteristics on the users fingerprint that objects that have been fitted with special radio 
are unique to each finger. Then converts those frequency identification tags to communicate 
characteristics into a numeric digital template with each other. The antenna built in the door 
using an encrypted algorithm. This insures that lock sends out a short range radio frequency 
actual photos/scans of a finger are never stored signal to the transponder within the key fob. 
only an encrypted numeric template. The transponder then transmits data back to 


the antenna. 


Model Color Fingerprint Memory RFID Memory Key Code Memory Key Access Locking System Waterproof Weight Ibs 
EA12936 White Up To 30 Up To 35 0 2 Back-Up Keys Mechanical Lock No 2.5 


EA12442 Black Up To 100 0 1 2 Back-Up Keys Mechanical Lock No 3 
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SBARSK/A 


INCE 1994 
VALUE. QUALITY. NEW TECHNOLOGY 


Biometrics Safes | Frequently Asked Questions 


What is “biometrics”? 

Biometrics can be taken literally as ‘life measurement. The term is 
usually associated with the use of unique physiological characteris- 
tics--such as fingerprints--to identify an individual. The term is mostly 
associated with security because biometric traits can be used for 
authentication where a special characteristic of an individual is used 
to identify them. 


Is biometric technology mature? 

Yes. Biometric technology has been around for many years being used 
most effectively for time and attendance and workforce management. 
Modern advances, coupled with reductions in cost, now make 
biometrics readily available. 


Barska is leading the industry in the integration of biometrics technology 
for consumer applications. Barska has invested significant resources 
into the integration of biometric fingerprint scanning technology into 
safes, lock boxes, and door knobs resulting in affordable, high quality 
solutions. 


What is a “biometric” safe? 

Simply put, a biometric safe is a secure enclosure that uses biometric 
identification—instead of traditional keys, combinations, or cards—to 
activate and deactivate the locking mechanism. 


In the case of Barska's BioSecure Technology™”, a fingerprint is scanned 
by sensors that identify the specific mapping of the pre-registered 
fingerprint to activate mechanical bolts. 


What are the benefits of a biometrics safe? 


Security 
Keys for safes can be duplicated and lost, combinations can 


be compromised and forgotten, but no one can duplicate a 
fingerprint. Barska's biometric scanner is the most secure 
option available today. 


The duplication of biometric fingerprint technology is virtually 
impossible, only one in one billionth of a chance. Biometric 
security offers a positive method of user identification with 
something that cannot be lost, replicated or stolen. 


For detailed product specifications and images visit: www.barska.com 


..Fingerprints are much harder to fake than identity cards. 


...You can't guess a fingerprint pattern like you can guess a 
password. 

...You can't misplace your fingerprint, like you can misplace an 
access card. 

...You can't forget your fingerprints like you can forget a password. 


Quick Access 
Biometric safe access is instantaneous. Place your finger on the 
scanner then in under a second the locking mechanism is engaged 
to open the safe or door, and vice versa. This proves particularly 
beneficial in times of high stress. No fumbling with keys or 
mis-typing numbers in a keypad; simply place your finger on the 
scanner and you have access. 


Lower Cost And Practicality 
Fingerprint access eliminates the cost and problems of issuing and 
managing keys or cards, and there is no PIN to forget, or give away. 
You will no longer need to change credentials each time a credential 
is lost or stolen. Lost keys and cards represent not only a security 
issue, but also impart undo costs and inconvenience on the 
security manager. 


Please tell me more about the security of a biometrics safe. 


Biometric templates cannot be reverse-engineered to recreate personal 
information and they cannot be stolen and used to access personal 
information. Also, if desired, access can be granted to multiple people 
by scanning multiple fingerprints and storing their biometric registrations 
in the module. This has proven to be highly beneficial to families, police 
departments for evidence and firearms security, assisted living homes, 
hospitals for medicine and equipment access, sober-living homes, 
courtrooms. And no keys to worry about. 


What about photocopies or other artificial means to “spoof” the 
biometrics module into thinking that it is my fingerprint? 


The duplication of fingerprint technology is virtually impossible. The act 
of photocopying a fingerprint that you may have seen in the movies is only 
in the movies. Biometric technology proves to be a security that cannot 
be lost, replicated, or stolen (unlike keys, key cards and combinations). 
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